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FIREBOX BOILERS 
selected for heating finer buildings? 


—_ 





Fourth 


ECAUSE the fundamen- 
' tals of design are-cor-= 
rectly related 


cAnd 


the combustion chamber and 
flues, the heating surface, wa- 
ter content, disengaging area 
and steam space are propor- 
tional to the boiler capacity. 
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The longest day in the year isn’t any longer 
than the shortest one to the VQGEL Plumber. 
He’s always busy, and when you're busy, 
— 


time just ‘lies! 


He hasn’t time to set around and dream. 
The VQGEL Line keeps him stepping all day 
long, and it’s mighty profitable stepping, too. 


If you find you’ve a lot of time on yout 
hands to-morrow, go over and see yout 
jobber. He'll tell you how to spend it the 


VQGEL Way. 


Then stop in and see the fellow. that’s 
building the garage on the corner. We'll bet 
you can sell him a Frost Proof Hydrant. 


Jos. A. Vogel Co. 


Wilmington, Del. 


St. Louis, Mo. 
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WOLVERINE DOUBLE SINK FAUCETS 


A thing 
of beauty 


1S forever 





LICENSED UNDER PATENT 1,181,370 





Spd OFM 
‘> é 
QO ALI Oh A 
[ i “Pot 3S 
S, | Ww) 
THROUGHOUT oS. 
\) 
™ Instanto Double Sink 
3 Faucets are unsurpassed in t we 
~— Excellence of Construction, t° 2 


Material and Finish. e/ b-a-@': 





We Sell the Retail Plumbing Trade Exclusively \\ 


WOLVERINE BRASS WORKS 
GRAND RAD Ds “| MIECHIGas 
Si wens ag NE ‘ss Wy Yiocaig Rereeue bt 


JIL WY [e 
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BUILT WITH 
i BACKED BY 85 


CARE AND 
YEARS 


rHE PRICE 
4 EXPERIENCE 


IS FAIR 




















ORK ABENDROTH Ranges have been designed to com- 


bine convenience and attractiveness. The cooking top is 
just the right height and the baking and broiler ovens are 
conveniently placed, equipped with powerful burners, provid- 
ing intense, uniform easily controlled heat. 


Made in various sizes, models and in several 
attractive finishes and can be furnished 
with Oven Heat Regulator if desired. 


Every range guaranteed for workmanship and performance 


ABENDROTH BROTHERS 


Established 1840 
PORT CHESTER, NEW YORK 
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Three 


Numbers 





One 
Quality 














Always 





Zwermann Tank with Zeco Fittings 


All the facilities of our entire plant —the largest single 
pottery in America——are concentrated on the produc- 
tion of one standard closet tank and two standard 
bowls. The result is—strictly uniform merchandise of 
oe the very finest quality at a price which is most reason- 
able. That is why you can always specify Zwermann 
Two Fire Vitreous China Ware with perfect confidence. 


Order From Your Jobber 


Producers of Genuine Two-Fire Vitreous 
China Water Closet Tanks and Closet Bowls @ 
cy 


ROBINSON, ILLINOIS 
















Continental Low Water Line Boilers 
are made in regular and smokeless e 
types and are well adapted for oil 

burning 


30 Series Boilers, 43-inch Water Line f= 
1200 to 8200 sq. ft. steam capacity 

















40 Series Boilers, 47-inch Water Line 


2500 to 22,300 sa. ft. steam capacity 











Hotel Albuquerque, 

Albuquerque, N. M. 

Architects——Trost & Trost, El Paso, Texas. 

Contractors —E. M. Leach, Globe, Ariz 

Jobber The M. J. O'Fallon Supply Co., 
Albuquerque, N. M. 

Boiler No. 4033 S. Continental. 











In New Mexico, Continental Low Water Line Boilers 
Save Space and Fuel 


The builders of the impressive Hotel Albuquerque at Albuquerque, 
New Mexico, installed a Continental Low Water Line Boiler. 


These six features of Continental design did the selling 


Its low water line eliminates refuse-gathering boiler pits. 
It is a quick steamer. 
Side feed makes it easier to fire. 


It burns any kind of fuel. 


i 


It holds a steady water line. 


6. Its perfect fire control makes it save fuel. 


The performance of the Continental Low Water Line Boiler has kept 
the owners sold and has helped the M. J. O’Fallon Supply Company 
sell more. 


(ontinental Heater (@rporation 
Dunkirk, N. Y, U.S.A. 


The Story of Why Continental Boilers 
and Radiators are built for better heat- 
ing is toldin this book. You owe it to 
yourself to have a copy Write for it 
now 
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The Commercial Value 


P ° ~~ 
NYE—the Die Ma 
of the Lightning Bug NYE the Dis Ma 
American Plumber 
and Steamfitter 
There were lightning bugs in the Garden of Eden, but the 
electric light was not invented tintil 1879. 


The trouble with the lightning bug was that he had a good 
idea but he never really developed it. 


That is why the General Electric Company is owned by 
other people and not by the lightning bug and his heirs 
and assigns. 


The Commercial Value of the N ye Die 


is directly due to the fact that we developed it. The old- 
fashioned die was good; we made it better. 


You can still buy dies that are made the same as they were 


made in the Garden of Eden. 


You can also use a lightning bug for a lamp—unless you 
would rather have a Mazda. 


That is just about the difference between a Nye Die and 
all the others. HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS, 4120-4130 Fullerton Avenue, Chicago, Illinois 
eet <)] 1 


er 


made in all standard sizes—equipped Nye Saunders Pipe Cutters 
with Nye thin blade cutter wheels made in all standard sizes —equipped 
without extra charge. with Nye thin blade cutter wheels 
No.1 . . $2.25 net ‘ 
NWe2.. 3900 “ . No.1 . . $1.80 net 
No.3. . 5.00 “ Nye Self-locking Vises No.2 . . 


No.4 . 10.00 * No. 00 . $2.82net No. 20. $5.00net No.3 . 
Nas... 6a * No. 10. 3.34 “* No. 30... 7:33." No.4 .. 


Nye pipe cutters are equipped with Nye thin blade cutter wheels without extra charge 








Nye Barnes Pipe Cutters 


without extra charge. 
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Yours 
for Better Business 


Anaconda Brass Pipe sales have increased 
by leaps and bounds. More plumbing 
contractors than ever before are installing 
it—and in increasingly large quantities. 


If you have not used Anaconda Pipe, why 
not order it from your jobber and get your 
share of the business resulting from Ana- 
conda advertising and Anaconda quality? 


It costs no more. 


Send for your copy of our booklet B-I1— 
a complete data book on Brass Pipe for 
Water Service. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 
Mills and Factories: 


New York, Chicagc Be ston 
Philadelphia, Providence, Pittsburgh AnagduoA . onia, Conn., Torrington, Conn. 
ate 


Cle deol, team rage hare from mm rbury,Conn., Buffalo, N. Y. 
St. Louis, New Orleans, San Franciscc Has boheeenoe son, N.Y., Kenosha, Wis. 


In Canada: ANACONDA AMERICAN be ASS LIMITED, NEW TORONTO, ONTARIO 


World's largest Manufacturers of Copper, Brass, and 
Nickel Silver—in Sheets, Wire, Rods, Tubes. 


we 


== 
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Take up 
your summer slack 


and its allied products 
INSULATION 
BRAKE LININGS 
ROOFINGS 
PACKINGS 
CEMENTS 


JOHNS-MANVILLE Inc 
292 Madison Ave., at 41st Street 
New York City 
Branches in 63 Large Cities 


For Canada 
CANADIAN JOHNS-MANVILLE CO., LTD 
‘oro! 


ON’T let the green leaves 
and song birds allow your 
customers to forget that there 
ever was such a thing asa coal bill. 
Summer is the time to prepare 
for winter and there is no better 
way to prepare, both for your 
customers and for yourself, than 
to apply Improved Asbestocel. 
Help your customers to recall 
the frigid mornings of last winter, 


Improved 
Asbestoce 













the hot cellar and the cold house. 


Ask them if they wouldn’t like 


to save some, coal and gain some 
comfort by a little foresight. 
Make use of the warm spell to 
run a direct-by-mail campaign. 
Get your mailing list in shape 
and send it tous. We will circu- 
larize your prospects under your 
name. Get some of this business 
to take up vour summer slack. 


JOHNS-MANVILLE 





l 
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| feasy access to flues for cleanin; 
Positive cross fire travel 
Delivers Dry steam 


Suutable grates for hard or 
oal 


large coal capacity 





( onservalive rating 





Round Sectional Type 


A GOOD BOILER is the foundation of a successful heating plant. 


It’s easy to check up the coal capacity, the grate area or the 
rating of any one boiler with another of a different make but to 
check simply one feature doesn’t get anywhere or prove that a boiler 
will be satisfactory. | 


The boiler that is carefully balanced in design, that operates 
efficiently under all kinds of conditions, that is reasonably rated and 
reasonably priced asa unit is what interests the dealerand steamfitter. 


When you buy and install an INTERNATIONAL Economy Boiler 
you will have every reason to be confident that your interest in 
Economy Boilers has been worth while. 


INTERNATIONAL HEATER COMPANY 


UTICA, NEW YORK 


Branches and Warehouses at 


NEW YORK CHICAGO CLEVELAND DETROIT NASHUA, N. H 
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@dtween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HIS WEEK’S ROUND TABLE WINDS UP 
the discussion on figuring radiation, which has 
been going on for a number of weeks. Having 
given everybody a chance to say their say, the conduc- 
tor of the Round Table now takes the floor and reviews 

me of the problems he has proposed during the dis- 
ission. Incidentally you might be interested in know 
ing that the conductor has a couple of aces up his sleeve 
in the form of new problems. The present discussion, 
the conductor says, has only been a good beginning. 


ND SPEAKING OF ROUND 


f 
+ tables—the biggest round table of 


Retired Plumbers 


for your edification, in “On the Job with Dolan & 
Olson.” You will probably agree with the sentiment 
expressed in words, “Owners are funny people,” and 
you may find some of the ideas they have worked out 
One or two expr 


riences which the Queen of the Bungalow has had in 


worth trying out in your own store 


the retail merchandising field will doubtless be of inter 
est as pointing out how not to sell, or quick ways to go 
out of business. You'll enjoy these new adventures of 


the happy, hard-working combination, “Me and Hank.” 


P RHAPS NO CLASS OF MEN 
is so able, or has more opportunity, 


to recognize the need fora radical chang 





the vear 1s just getting under way as you 
read this. That is what a convention ts, 
in the best sense of a word—a round 
table where everybody has a chance to 
advance his ideas. It may seem, some- 
times, that discussions are not getting 
anywhere, but each of these conventions 
finds the interests of the industry just a 
little further advanced——problems clari- 
fied and on the way to solution. One 
need only look back five or ten years 
to see that the total progress has been 
great, indeed, in spite of the fact that in 
any one year it probably seemed slow. 
That 1s the way with human affairs- 

they move slowly until we suddenly real- 
ize that they have moved greatly. This 
vear’s convention will see some very sat- 


isfactory progress achieved. 





N AN UNPUBLISHED PLAY OF 


HE OIDNT TOOT 
HIS HORN AS AN 
ADVERTISER SHOULD 
THE SHERIFF WAS 
THE ONLY ONE WHO 
FOUND HIM, OR\— 


WHO WOULO al ei ods which make a boast of civilization 





n the practices which are at present pol 
luting streams and soil in this country 
than plumbing inspectors. Henry Bohn, 
plumbing inspector of Zanesville, Ohio, 
in an article on stream pollution, gives 


some vivid examples of disposal meth 


ind progress more or less of a joke. 
Meanwhile, it might be well to mention 
the fact that “Domestic Engineering's” 
resolution condemning the pollution of 
streams will come up for attention at 


the Portland convention. 


SHE SCHOOLMASTER THIS 
T week makes it very convenient to 
follow criticisms by reproducing the 
drawing problem and referring his criti- 
cisms to the number which he has given 


each fixture in the probleni. Drawings 








Shakespeare’s, entitled, “The Plumb- 
cr of Venice,” supposed to have been 
written as a companion piece for “The Merchant of 
Venice,” the hero, who is the plumber, makes use for 
the first time of a phrase now common enough in 
plumbing practice. He says, “Zounds! (probably meant 
Hot Dog! in those uncultured days) by what circuitous 
means shall we vent our wrath?” The discussion con- 
tinues even to this very issue of your weekly, in the arti- 
cle, “Circuit Vents,” by Aden E. Smith. Mr. Smith was 
formerly plumbing inspector of Ohio and secretary of 


the American Society of Sanitary Engineering. 


Lies SSE’ TWO CHEERY SOULS, “ME AND 
Hank,” have been trying out some new ideas, and 


thinking some new thoughts which have been set down 


continue to come to the Schoolmaster 
from all points of the compass, but he is 
still ready, willing and able to handle more of them. 
These discussions have a tremendous value and_ the 
masters who take part in them show every sign of 
thoroughly enjoying The Class. There’s always room 
for one more and the latch string is always out. As the 
darkey said when he took the medicine the doctor 
ordered: “It sure cain’t hurt none, an’ it may improve 
mah complexshun.” It’s always a good thing to keep 
one’s working knowledge brushed up. The most suc- 
cessful men in any line are those who are never satis- 


fied that they’ve reached perfection. 


O ime 





]4 DOMESTIC ENGINEERING June 20 








AND IT IS JUST AS EASY AND EFFI- 
CIENT TO CUT OFF PIPE THE 
“TOLEDO” WAY. 





THE EASY “TOLEDO ”’ WAY OF 

" 3 ING SMALL OR LARGE PIPE. ee 

Sik a <a aoe. aaa THEN WHEN THE JOB_ IS 
IT IS FAST, LABOR : | DONE YOU JUST WHEEL THE 
EFFICIENT. DRIVE TO THE NEXT JOB 


eel 























In the few years the ‘‘TOLEDO”’ Power Drive has been on the market it has proven 
invaluable to hundreds of contractors. It is a time and labor saving device that has 
meant thousands of dollars in their pockets. ' 

Connected to ‘‘TOLEDO”’ pipe threading and cutting tools it makes the most efficient 
and desirable power equipment on the market today. 


STANDARD MODEL JUNIOR MODEL 


The standard ““TOLEDO” Power Drive The Junior Drive is similar in design to the 
is equipped with |! 4 H. P. motor and _ has standard model, except that it is equipped 
two speeds of 38 RPM and 57 RPM. It can with 14 HP motor that can be connected to 
be furnished with A. C. or D. C. motors : 
tele Oo I ail ae, alkene a, the ordinary lamp socket. It operates at one 

md pe ; speed of 22 RPM, and like the standard model 


“TOLEDO” tools it makes the fastest and ; 2 . 
most efficient equipment for threading and can be easily wheeled about on its strong wire 


cutting pipe on the market today. wheels. 


Both will operate ‘‘TOLEDO”’ tools for cutting and threading pipe in all sizes up to 
12-inch, and either model will prove a valuable time and labor saver, whether in the shop 
or out on the job. 

We will be glad to furnish further information on receipt of a postcard, and will quote 
the low net prices on both of these time and labor saving machines. 


NEW YORK OFFICE: 50 CHURCH STREET 


THE TOLEDO PIPE THREADING MACHINE CO., TOLEDO, oO. @® 
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Brilliant Convention Planned 


Arrangements are made to entertain what promises 
to be the biggest National Convention in years 


CONVENTION is a mile-post. It marks the 
close of a year’s work and the beginning of 
another year’s work. It brings together the 
administrative officers and the members of the asso 
ciation who delegated to them the responsibility of 
It 
is a summing up of the progress made during the 


carrying forward the progress of the association. 
year. It should see the necessary steps taken to put 
into operation the plans which the various commit- 
tees and the board of directors have evolved, under 
the enthusiastic leadership of the officers. 

Before going into the various matters which will 
be discussed and acted upon at the 43d National Con- 
vention, a few words concerning the general pro- 
gram of activities may not be amiss. The most elab- 
orate plans are being made by the Portland Associa- 
tion, under the chairmanship of Charles Fullman. 

The Automobile Committee is trying to make ar- 
rangements for special parking space for all the at- 
This 
Committee is also taking care of automobile trans- 
will the 
This trip will be made on Fri- 


tending delegates who will drive to Portland. 


portation for those who make Columbia 
River Highway trip. 
day, the day after the convention closes, because it 
will require six or eight hours’ time. It promises to 
be an interesting feature, with lunch on the road, and 
dancing. 

A BRILLIANT EXPOSITION 


‘HE Exposition, to be held in connection with the 
conven 


liant in the history of the association. 


tion, promises to be one of the most bril- 
We give a list 
of the exhibitors on another page, together with a 
brief description of what will be shown by each 
exhibitor 


Probably never before was the general public taken 


Ip 


\lt 


his associates in Portland have in making plans for 


into consideration so thoroughly as Fullman and 


the 1925 meeting. The whole plan of the convention, 
S | 


as far as the public will be concerned, has been built 


around the Bath a Day Movement. There will be 
window displays by various merchants, not in the 
plumbing and heating industries, with the Bath a 


Day slogan, “A Bath A Day ‘Keeps You Fit Every 
Way" as the central theme. 

In some respects, this convention will present an 
opportunity for the discussion and solution of some 
of the most constructive plans advanced in recent 


Vssor ia 


tion have been at work drafting these plans, conter 


years. Various committees of the National 
ring with officials in Washington and with the officers 
of the association, 

One of the most important of the problems need 
ing solution—that of properly trained apprentices, has 
been methodically and thoroughly worked on during 
the twelve months just past. The latest report avail 
able is that presented to the Board of Directors of 
the National Association at their Midyear Meeting 


in Cincinnati, in January of this year. 


APPRENTICESHIP PUBLICITY 
HIS report indicates that, by well-directed pub 
licity, the master plumber, educators, and in some 
respects the general public, have been informed con 
cerning the need for developing more trained jour 
neymen. Almost ten thousand pieces of literature 
had been distributed at the time this report was made 


There was then on the way toward completion in 


structional material for apprentices, well as for 


as 


instructors. Ninety-two trade schools were reported 


in operation, and in January it was expected that 
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é uld be opened. In addition to 
itional Trade Extension Bureau, 

t iterial was being organized 
ces in communities where there were 
might be able to carry on a course 
uld fit them to become first-class 
itlined the course for plumbing in 
it February of this year, was 
rnegie Institute of Technology, Pitts 
om John A. Quinn, Chairman of the 
Con ttee, states that there will be 
tiot presented at the convention 
€ ¢ t be released for publication 
nmittee has not as vet acted on them 
have followed the various state 

rts will recall that President Vogel 
t, due to the work of the Conference 
juestio I replac ement charges will 
efore the convention. This will be of 
master plumber who has had to 


vaterial and while not bearing the 
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cost of the new material, has had to absorb the « 


of replacement. 

EDUCATION, STANDARDIZATION, SCHOLARSH!P 

.. Educational Committee has interested it- 
in the Bath a Day Movement and has sent 

Fladd 


the various state and local associations urging the 


letters, through its chairman, Frederick E. 


to take action to have “The Story of the Bath” pla 
in local schools. It has also given some attention 


the pollution of streams campaign which “Domes 


engineering” inaugurated by preparing and present 
ing at various state meetings a resolution condem: 
soth of the 


movements are calculated to win public confide: 


ing the fouling of streams and soil. 


by indicating that the master plumber does take 


broader interest in his community than merely trying 
to extract a profit from it 

Wonderful work has been done during the twel\ 
the 


months past bys Standardization Committee, 


whose chairman, Thomas F. Hanley, has given wit! 
out stint of time and effort to bring into shape for 


presentation a program of standardization. In this 


One of the innumerable scenes of beauty which the delegates will pass through 
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A Partial List of the Exhibitors 


Figures following names indicate booth numbers 


Blue Seal Chemical Co. 49 
Roselle, N. J. 
Jack Shirley and Arnold 
in charge They will 
demonstrations with test 
change in method of 
pipe solvent 


Stahl 
conduct 
tubes 
to show 
using drain 


Central Tube Co. 59 
Pittsburgh, Pa. 
Have succeeded in securing an- 
other unique souvenir which will 
he distributed to 
David Smythe who has for years 


visitors by 


attended conventions for this 
company 
Cleveland Metal Products Co. 12 
Cleveland, 0. 
Will feature kerosene oil water 
heaters, bath “side arm” and 
self-contained unit R. S. Milli 
gan, Oakland district manager, 


will be in charge 


Crane Co. 78-79-80 
Chicago. 
Will show automatic pumping 


system and water softener, gas 
and kerosene water heaters and 
a beautiful bathroom installa 
tion complete with fine 


sories 


acces- 


A. F. Curtin Valve Co. 92 
Medford, Mass, 
Andrew F. Curtin, formerly a 
national director, will personally 
show the Curtin tank 
which are of his own 
Souvenir pencils will 


noiseless 
fittings 

invention 
be distributed 


The Duriron Co., Ine, 2 
Dayton, Ohio. 
Will have an ingenious display 


Duriron 
Smith, 


panel arranged to show 


under an acid test. M. W 


R. E. Chase, Tacoma, and Fred 
W. Kolb, San Francisco, will at 
tend. 

Duro Pump & Mfg. Co. 83 


Dayton, Ohio. 


To exhibit deep and_— shallow 
well 


Duro tanks, filters and softeners 


pumps and water systems: 


W. J. Lantz, Geo. H. Gallaher, 
F. M. Neely, respectively West 
ern, Seattle and San Francisco 


n charge 


managers, will be 


EXverHot Heater Co. 9 
Detroit, Mich. 
Will show three models—Ever 
Hot Senior, Junior and Baby 
Grand, some connected In at 


tendance KE. FE. Ledbetter, sales 
manager, L. P 
distributor and Walter I 


fleld 


Chicago 
Vallett, 


Eaton, 


manager 


H. EE. Heim 2: 
Portland, Ore. 
Kenneth 


will show 


Henigar and ©. Stang! 


Heim electric water 


Heim fittings, hot 
Will also show 
range boiler and lawn sprinklers 


with 
water equalizer 


heater, 


Hoffman Specialty Co., Ine. 6 
New York. 
P. J 


ser, of Los 


Brem 
Angeles sales office, 
will be in charge of exhibition 
of Hoffman valves for 


Dougherty and H. A 


this com 


pany. 
Hoffmann & Billings Mfg. Co. 62-63 
Milwaukee, Wis. 

Will have a Niedecken shower 


stall fully 
tion samples of Niedecken mixer 
Niedecken shower and Niedecken 
lavatory supply fixture Paul B 
Rayburn in charge. 


equipped and in addi 


Johnson-Murphy Co. ms 
Detroit, Mich. 
Extend an invitation to. their 


“lueky"’ booth J EK. Johnson 


will be in charge showing the 
Johnson gas lighter for water 
heaters. 

Josam Manufacturing Co. 64 


Cleveland, Ohlo, 
Display will be devoted to floor 
shower and roof drains both old 
Hirsh 
K oblitz, 


and new types Joseph 
president, M. B 
advertising, 


stein, 
manager sales and 

and others will be on hand 
Kohler Co. 43-44-45 
Kohler, Wis. 


Will feature Kohler enameled 
plumbing ware and Kohler auto 
matic power and light plants 


Prominent among the plumbing 


fixtures will be the “Viceroy 
built-in bath 
National Tube Co. 7-8 


Pittsburgh, Pa. 
Will feature Nationai “Seale Free 


Process,” with views of prom 
*inent buildings equipped with 
National pipe. Thomas M. Dugan 


of Pittsburgh, and western rep 


resentatives will attend 


Neptune Meter Co. 1 
Portland, Oregon. 
Exhibit in charge of R kK 
Blanchard, New York, and KE. W 
Thompson, Portland, will feature 


ted Top relief valves.” Also 
various types of water meters 
Northwest Lead Co. 46 
Seattle, Wash. 
Will show lead products of the 
“Runker Hill Brand.” Represented 
by H. C. Brown, assistant sales 
manager and Wm. H. Forsythe 
Bunker Hill Bill will be there 
Nye Tool & Machine Works a9 
Chicago. 
Will exhibit complete line of 


pipe tools with L. E. Gilbert in 


charge assisted by William 
Clement Mr. Nye will probably 


also attend the convention 


Pacific Sanitary Mfg. Co. 41-42 
San Francisco, 
Are planning to get away from 


the usual display and build ex 


hibit to artistic rather than com 


mercial standards N. W. Stern, 

president, will attend, with other 

representatives from the field 
Peerless Pacifle Co. 57-58 


Portland, Oregon. 
Will also 


Peerless 


represent in the exhibit 


Selling Co., Evansvill 


Ind., showing valves, fittings and 
products of the Evansville com 
pany, 
Pittsburg Water Heater Co, Si 
Pittsburgh, Pa. 
Under direction of ¢ S. Aronson 
ind J. i. Krah, will show vari 
ous sizes automatic and storage 
water heaters, with cut-out 
mechanisms of thermostats and 
valves 


Rawiplug Company, Ine. Be 
New York. 
Will 


screw 





exhibit RawIplug fibre 


anchors and Rawldrills, 


point drill made by 


special three 


this company Demonstrations 
by J. R. Sutthoff and J. H. Sutt 
hoff 
Sloan Valve Co. RS 
Chicago. 
Geo. W. Rest, Chicago. and S. [ID 
Cochran, Seattle will show the 
Sloan Roval flush valve in action 
under various pressures Will 
distribute Sloan Sizers 
Speakman Company be 
Wilmingtén, Del. 
Deshler bath fixture Mixometer 
hower, Unit-Acto lavatory fix 
ture Swing-nozzle sink fixture 
ind other tvpes of Speakman 
showers and fixtures Erie Rob 
erts in charge : 
Wheeling Sanitary Mfg. Co. S4 
Wheeling, W. Va. 
Will show four-in-one combina 
tion Bath Tub and two-in-one 
Duplex urinal stalls and other 
new fixtures designed te sa 
Space vater moneys Jame 
Griggs in charge 
Williams Tool Corporation 27-28 
Erie, Pa. 
Will display for the first time 


a new 6-ineh high production 


pipe threading machine the re 


sult of two vears’ work Also 
the wee Willie Williams hand 
stocks G. C. Hay, sale man 
iger, in attendance 

(List concluded on next page) 
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Western scenery ts beautiful. The combination of scenery and good fishing is “too good to be true” 


connection, masters at Portland will doubtless hear ready know a great deal. Every year there are going 


more of the Twenty Basic Principles which were to be scholarships available for the sons of master 
worked out in conference with the United States De- | plumbers. The report of the Scholarship Committee 
partment of Commerce Phe subject of standardiza will no doubt give the complete story, step by step, 
tion is one of the utmost importance. Many new — of the plan for thus placing higher education within 


developments will come out of the work which has the reach of those who will take up the work where 


heen done-—developments which may have a far- the present generation drops it. No forward step 
reaching effect in making for economy. Many mas will have more favorable or more far-reaching effects 


ters know W. C. Groeniger, and have heard his in- on the future of the industry than this one which will 
spiring talks. Mr. Groeniger has worked with Mr. develop a generation of master plumbers who have 


Hanley in whipping the plans for standardization into had every educational opportunity. 
shape for presentation at Portland The master plumber who goes to Portland is to be 


Of the Scholarship Committee's activities vou al envied his opportunities for enjoyment and learning 





A Partial List of the Exhibitors (Concluded from Page 17) 


sisted by Kk. H. Vandenberg, will 


Birchfield Boiler Co 24 show specialties such as built-in 
Tacoma, Wash. wor with new features Philip show combination sink faucets 
This company will exhibit the Mueller, works manager, ©, N traps, basin and bath’ cocks 
Birchfield Boiler which is mar Wawgenseller advertising man- bathroom accessories, sewer rods 
ted east the Rock M . ager, Jack Kagle, Northwest rep ball cocks 
tains under tt nams H vi resentative and several branch 
Stninios managers will be in attendance “X" Laboratories 62-63 
New York, N. ¥. 
Mueller Co S1-S2 Wolverine Brass Works 52 No data is available concerning 
Deentur, Tl. Grand Rapids, Mich. the “x exhibit. beyond the 
l \. S. Lamond, San Francisco, as- booth numbers 


Ir iidition to staple ines vill \ 























Where and under what conditions may circuit vents be permitted? 


Where should they not be permitted? 


Mr. 


Smith was formerly 


plumbing inspector of Ohio and secretary of the American Society 


of Sanitary Engineering. His 


recent article, 
attracted a great deal of attention. 
article will be read with equal interest for its 


‘Unusual Vents, 
We expect that the present 
practical worth 


CIRCUIT VENIS 


By ADEN E. 


ANY times circuit vents can be 4|— hoor 
used to an advantage with cer- ia 
a 


tain types of fixtures and under 4 


certain limitations. To use such vents 


: . Le 
promiscuously regardless of the 


type of 
fixture served or its relative location to 
other fixtures is neither economical nor 4 
good plumbing practice. 

With 
economical to individually 


some more 


back vent a 


arrangements it is 
ca, 


bt ee me ee ae 


— Circuit lent 


SMITH 








fixture than it is to circuit vent it, al 4° 
though the latter type of vent could be To Sewer 
lawfully. To be judge 
where to use the vent and where to use 


used able to 
some other method it is necessary to know the 
of circuit venting, will try 

Ist. Circuit vents are of valtie 


limitations 

which we to outline, 

only on floor outlet fix- 

tures having a 2 in. 
2nd. A circuit 

than a back vent 

fixtures. 


trap or larger, or on wall hung closets. 
1 in. larger 


would be to serve the 


vent should be in diameter 


same number of 


3rd. A circuit vent 


The Ven? Can E: ther Go Thru foot 


Separately or Tie Back Into Suc mever be £0 af 


must 


f not ranged that waste mat 
fie 4 wh ter can back up and 
4 age 
P| ' lie in it. 
No feljef Vent “ . 
4th. Where bat 
Nee - 
4 ale lop Dathery 5 teries or fixtures are 
' located one above the 


and are circuit 
relief vent 
provided for 


batteries. 


other 
vented, a 
must be 
the lower 
5th. A main line 
should not be 
vented, 


circuit 





' 
: 6th. The branch 
4 waste lines forming 
} part of the circuit 
' } must be large enough 
: H so that if all fixtures 
; ; 12t fl are flushed at the same 
' ° ; 3 
' xe time it will not be 
aA - filled to capacity. 


7th. The 
wastes must be 
that a curtain 
of water can not cut 


fixture 





80 ar- 


‘ 
ster 2wC  4Unnals 


Fig. 3 


ranged 


4 
— NINTNNNN 
6WC 


Vig. 1 ig. 2 











flushes 
should be 


off the circulation of air when the fixture 


Sth. Not more than eight fixture traps placed 


on one circuit 


9th The branch upon which the fixtures are located 


should not be more than 25 ft. long 
10th The fixture trap should not be more than 30 in 
from the waste forming part of the circuit 


REASONS FOR THE TEN REQUIREMENTS 
FYNHIS list of requirements looks 
practice it 


rather formidable, but 


in actual works out very well where bat 


teries of closets, urinals, slop sinks or a combination of 


these fixtures are to be vented. 

The reason for restricting the use of the circuit vent to 
traps of 2 in. in size or larger is because of the inherent 
possibility of small traps siphoning edsily It takes a 


relatively smaller amount of water to completely fill 


small waste line, so if a direet vent to the trap seal 


is not provided it can be siphoned. 








A circuit vent should be larger than a back ven. serving 
a like number of fix 
tures, because the pull Roof 
of the combined | fix 
tures when flushing is - — “iain Line 
centralized upon one 4 + 
point, requiring a \ 
larger air capacity * - 3 + / 
than is the case where ; a 
each fixture is sepa 4" 4 | 
rately back vented, ' 7 \ 
with atmospheric pres — 4" \ 
sure directly upon V VVV 
each trap seal. 4we. 2 Urinals 

The third require- Fig. 4 


19 











1 


20 DOMESTIC ENGINEERING June 20, 


ment simply means that flat vents should be avoided the before it, and unless a relief for this air is provided 


same as should be required in back venting, but with this will blow one or more trap seals at some point below tl! 


difference —that if the branch waste is extended so as to - upper battery. This relief vent should be one-half the si: 





























form part of the circuit vent, then that part must have of the waste line and should be taken off in front of t! 
an adequate wash from the waste of some fixture to pre first fixture and tied into the vertical circuit at the near: 
vent clogging point (See Fig. 3.) 
on _ 4 
{ 4 Grcuit Vent ‘ * ’ 
+ Creat Vent. r 
a 
How LYot To Do lt The Correct Way f 
Ajt 7 * > 
4 ; 
4) lov 2 
Water au 
~~, e 
a 
CO 4 Lav 
col N 
COat 
4 * A 
A + 
4 SWC # a NUNS TN yO 
To $ la 
ae %o Sewer 
Fig. % Fig. 6 Fig. 7 
The fixture furnishing the wash may be a small fixture A main line should not be circuit vented, because all 
on the vertical line, which would keep the circuit vent the fixtures in the building waste through it, making it 
clean, while at the same time the vertical part of the cir- impracticable to circuit vent such a line. But, be sur 
cuit vent would provide a back vent for the small fixture. you know what we mean by “main line,’ as it is often 


(See Fig. 1.) If this arrangement is not possible, then confused with the branch in this type of venting. Possi 
the circuit vent must be taken off between the last two bly as good a definition as any would be that a main 
fixtures at an angle of not less than 45 deg. to vertical, so line is that portion of the house drain from the point 
that the last fixture provides the wash and no flat vent where it leaves the building to the nearest point through 





occurs. (See Fig. 2.) the roof without reduction in size (See Fig. 4.) This 
illustrates how to circuit vent a battery of closets and 
: goo! 1 foot urinals on the only drain in a building and will show the 
' t- distinction between the main line and the branch. 
' 
eT Estas tine a os 
‘ iter vent , “Orca? Vent ; BRANCH WASTE SHOULD BE LARGE ENOUGH 
: / . . ( A: T is evident that in circuit venting the branch wasté 
a / F 4 ) ge | is a part of the vent If this is the case then this 
¥ ‘ waste must be large enough to never completely fill with 
CO [lass hg remit , ia water, as the lower half acts as a waste while the upper 
ay N N NW N v N N N < Ven N y N half acts as a vent and must have space for air circula 
' tion (See Fig. 5) This shows a cross section of a 
: Fig. 8 branch waste on a circuit vent The lower part is filled 
with water and the upper part with air. If this should 
a completely fill, then the trap seals would be deprived 
4 \ hoof Ia or of atmospheric pressure and could be syphoned. 
27d too 5°" yenp ~~ Fixtures should not be placed with a vertical waste 
Lav 4 into the branch, because it is quite apparent that if this 


4 L. LA is done as shown in Fig. 6 then the curtain of water 
- = 


will completely cut off the circulation of air at the time 

















a 4 é of the flush when it is needed the most. The fixture 

"Corcart tent «3 SOrcurt lent i waste should enter the branch flat as shown in Fig. 7 

' a] ms #« 4 > . . 

1) iH N so that the water is always on the bottom of the line 

iP Plone tthan 25 ec reserving the upper portion for air at all times. 

ot | Mere than 25" ; oy It is quite evident that some limit must be placed upon 
a ' ev dy . —_— _ 
Ss } ; 5 RS (Continued on Page 51) 
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Not More cae 8 on one Circuit vent 


Great Vent 


Fig. 9 


| 


If you have read my article, “‘Unusual Vents,’”’ you 
will remember the functions that a vent must perform va 
One of these is to provide a relief against back pressure 


cl 4y---- 
re | 
8 
® 
a 


(enter of Fixture 


so that a trap seal cannot be blown. Waste not over 26" 





% 3 ¥ . . - Branch A From Center of 
This would occur in circuit venting where batteries are L ae 4° Branch waste 
placed one above another unless a special relief vent was lo Gewer Nain Line — 


provided. The water coming down a stack drives the air Fig. 10 
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Some towns are like that. 


N A LITTLE week-end trip a short time ago, me 
and the Queen of the Bungalow came across a 
sign, right at the edge of a neat little town that 
sure had some kick in it. ‘“The Homes of Five Governors.” 
I'll tell the World that that town sure has something 
of which it can be proud and the men or women who 


caused that sign to be placed there instead of the usual 
friendly greeting, “Speed Limit 5 Miles Per Hour,” ‘‘Keep 
Your Muffler Closed,” 
and See 
are good advertisers. 

They just naturally know that going to 
drive slow, that they are going to try and pick out the 
their 
their places of business, and when they drive slow and 


“Drive Slow and See the Town or 


Drive Fast Our Jail,’’ “Speed Trap,” etc., etc., 


people are 


homes occupied by those governors, or offices or 


LOOK, they are going to stop and buy. 


Some towns are like that. They are friendly. They 
meet you with a smile. Usually in those towns, the 
streets are paved and well lighted. The merchants are 


friendly toward each other as well as ‘toward their cus- 
If one 
50 cents the pound, 


tomers. They have that live and let live policy. 
store has a spetial sale of coffee at 
the store across the street comes out with soap at 6 bars 
half a dollar. 

But, if it 


towns, 


for a 
other kind of 
think that the other 
merchant has the small-pox, where the streets are a mix- 
ture of Sahara, Death Valley and Rocky Mountains, where 
travel in darkness, where 
tires; there 


happens to be one of the 


where the merchants each 


you furnish your own light or 
they charge for air for 
find that when one merchant advertises coffee at 50 cents 


even your you will 


They are 





On the Job with 


Dolan & Olson 





friendly—the merchants are friendly 


a pound, the chap across the street will offer it at 45 cts 


OWNERS ARE FUNNY PEOPLE 
OMETIMES plumbers sell their wares like that and 
"i then wonder why they don’t have to pay income 


On the other hand, Me and Hank attended a mas 
ter plumbers’ dinner 
pened to be seated across the table from a master plumber 
had 
This particular job 
little 
getting 


taxes. 


meeting the other day and hap 


who had just landed a job that we figured Along 


about pie time, we got real friendly 
notebook 
$2,215.00 

Neither 
when we got 


was mentioned and this plumber pulls a 
and says that he is 
for the job and wonders what our bid had been 
Me nor Hank could call it to 


back to the shop, we looked it up. 


out of his pocket 


mind, but 


It was a heart-breaker for us. Our bid had been 


$1,940.00. This chap was getting 15 per cent more for 
the job than we had asked. That was bully In these 
days of red-hot competition the owner usually tries to 
get the low bidder to cut his already too low bid, and 


when he pays a premium for a job it is certain that the 
owner has a heap of confidence in that particular plumber 
But didn't 


just one 


carry that confidence 
half 


proposals? 


I am wondering why he 
further. Why 
take off quantities submit 
he just that 
him the plans and specifications, and tell him to go ahead 
and install the plumbing in the 
town. There would have kick in an order 
like that; the plumber would have been tickled pink and 
the owner would sure get a real job. 


men to 
didn’t 
hand 


dozen 
Why 
office, 


step ask a 


and 


call master plumber into his 


best dog-goned job of 


been some 




















ho 
ho 
f 


hitect asked Me and Hank to submit figures on 


and offices on the second floor 


He wanted one bid to cover all of 


An aré 
a row of stores with flat 


the mechanical equip 





ment, that is, the plun g. hot water heating for the 
second floors, electric wiring, and hot air furnaces for 
the store So we asked friend in the hot air heating 


game to drop in and give us a_ price n the hot air 


piants 


He fixed us out with the price, but he gave us some- 
thing better than that He gave us an idea. This chap 
looks over the plans for a minute or two Tears off a 
yard or so of our wrapping paper, places it on the draft 
ing table under the basement plan, covered it with pencil 


place over 
holder, he 


carbon paper, fastened the basement plan in 


the carbon, and then, with a rule and a 


pen 


traced the outside wall the chimneys, the furnaces and 


WE GET AN IDEA 


N LESS time than it takes to tell it, he had a copy 
of the basement plan; on it he filled in the neces- 
ary runs of pipe, pinned an estimate sheet to one cor 


ner, filled in the spaces with the required amounts of 

material and labor and the prices, and when he walked 

out of the store, he had his estimate and a copy of the 
lay-out for the job all ready to place in his office files. 

And then I tried the same thing Made two copies. 

One was devoted to the soil, waste and vent lines; the 

other to the water and 

- gas piping. And I am sold 

on the idea It looks 









good to Me and Hank 
Hank says that if 
atin ~ more of the master 
Hy) kit Ny \ 
li ip \ 

Pi. ut 

| 
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We fitted up a couple of display boards like the old sand- 


wich boards 
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plumbers and fitters would estimate after making sket 
or copies of plans, filling in the pipe lines, taking off 
quantities and properly pricing them, instead of tryin; 
lower than 


lump things or trying to be five dollars 


plumber down the street, more owners would be gett 
better jobs. There are a lot of little things which mi; 
be added to a job, but are now left out because the mar 
won't justify this extra finish 

“Heat by Radiator’ and ‘‘Ask ’Em to Buy” sure work 
well together Man came in the other day and wanted 
a price on the plumbing of a little bungalow for which 
he had the plans. After he had left, Me and Hank took 
off the quantities for the plumbing and also for the heat 
mentioned heating. When 
proposal 
him that 


ing, although he had not 
his plans and the plumbing 
we handed him a heating proposal and told 
he would do well to consider radiator heating. 
right back at us, saying that he had been 
considering it, but felt that it would run into too much 


came back to get 


He came 


money. However, our proposal gave him just the fig 
ures that he wanted and the day following he came 
back and gave us the job of installing both the plumb 


ing and the heating. 

Out for a little ride on a recent Sunday morning and 
came to a new school house just as a journeyman plumber 
that I knew was getting out of his car; so I did like 
wise. Joined him and we entered the building together 
Met the plumber doing the job and he took us around 
to show us the work that he had installed. It sure was 
a dandy job and this journeyman plumber was mighty 
proud of it and he had reason to be proud of it. 

That’s what we need, pride in workmanship instead of 
hit-and-miss speed, throwing the stuff in, with unreamed 


pipe, joints wiped half solid and caulked joints with 
oakum projecting through the hub and into the pipe, 


and the whole system of piping built into the walls so 


(Continued on Page 51) 
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Above is layout presented in this problem. Each fixture is numbered. Comments and criticisms refer to 
instead of name 
N page 22 of the March 28 issue will be found Those who have submitted corrected 
the incorrect drawing problem that is to claim the following members: 
our attention at this session of the Class. To Fig. 2 any J. C.,"" Pueblo, ( 
make the problem more fully understood, we show it wien <n: Sagas ige on “4 ~ neem 
here on this page, in reduced size hie, 6—J E Scott. Le sclinisniiea Ky 


fixtures 


by number 


drawings 


are 
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I M KEEPING THE STEAM OUT 
NOTHER feature is the proper connection of 
[ condensing tank for steam boilers Water al 
P 140 deg hould not be discharged into the drair 
, . 8 = ' ystem, and the purpose of this tank is to cool off 
: . exhaust, et« from the steam boiler, before it enter 
I ‘ T ‘ t 
‘ j drain pipes Reasons for this are given below. 
Mig W ] When water at high 
r ¢ ' Pohel Pine” | perature is relieved of | 
i s ne: Ip 2 dent sure, it instantly flashes 
, rougs) roof yD 
/ = * i tpe m4 steam, and expands in 
7 
1 if > =) ee directions If such dischar 
i 7/67 j 
i ' rom were to enter the plum! 
Bn; be 
Doser system, the piping would 
Har | 
} r_— —_ — | come filled with steam, (dl 
j 1 4 jo - liable to damage of its jo 
' ' 
through the expansion nd 
contraction that would 
: aoe sult. 
i M The discharge of. ste 
' I ; r . , and hot water into the sewer 
‘ i — R = rige 
; ry I-———— os”. 7-%, would result in increase of 
bis ’ tf ne [ I ca A I ie ». 
Rramvton. Ont Draw -off 7 Discharvye © pressure in the sewer, and 
Pipe \ , 
Tes = — hp SH — this of course is to be guard 
) : s— {Aj 
=. 4 ‘ 6 ed against. 
! . 
' ; Cer Wis. 1 After the discharge fror 
: ’ the steam boiler has been 
bis Vy. C. OW ! Minne M handled by the condensing tank, it may be discharged 
! Opria Roundup, Mont into the house drain, although connection to the houss 
: _ sewer is better 
.  « ' : ‘ 
Fis corm Ww ( ! i Fig. 1 shows the general features of a good type of 
Fig. 34 I oH Gaske Hastings Mict condensing tank 
;, . ee — The relief pipe should pass through the roof and be 
Kis Walter, M tukee, W not less than 2-in., although 3-in. is better. 
: The discharge pipe should not be smaller than 3-in 
Owing to lack of space, only those drawings numbering . 
a : and should be trapped, as shown, with a seal not less than 
2 to 17 inclusive will be published and criticized in this ' 
‘ . = 2 ft. deep 
article The senders of the remaining drawings will ‘ ; : . rer 
With this explanation, we turn to the criticism of 


t 


receive their criticisms by mail se d ; ; , 
The various fixtures will be referred to 


the drawings 


A drawing from “E. G. P.,”’ without address, was re é . 
by figure numbers shown in the problem drawing 


ceived, but inasmuch as no one can rightfully be con 


idered a member of the Class who is unwilling to let Fig. 2 All the drum traps appear to have crown 
us know where he hails from, we are not using the vents The refrigerators should not be directly con 
drawing We will use initials only if you request, but nected to the drainage system; see Figs. 3, 4, et¢ Tor 
better send name and address so criticisms can be mailed correct indirect method of connection, 59 should be 


vou if your drawing comes in too late for publication vented through the roof. The drawing is well done 
In presenting the problem, we stated that the chief Fig. 3 There is practically no criticism to make 1 
feature to receive attention was the long horizontal lines makes a wet vent for 50, but in our opinion it is good 


of soil, waste and vent pipe The reason for making practice The drinking fountains have an indirect con 

this a feature was the fact that often in previous prob- ection, and venting of the traps is not required 

lems, we have noted the use of these long lines in ways Fig. 4 Nos. 13, 14, 15 and 16 are wet-vented In 

that would not be followed in actual practice, and we many cities it is perfectly O.K. to use the lavatory waste 

thought to correct their use by emphasizing this feature as a wet vent for the bathtub. We presume that in 
problem Omaha it is allowable to connect the lavatory into the 


in this present 
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rig. 6 ig. 7 


drum trap as shown, —at the same time, we feel a better 
method is to connect into the bath waste after it has 
left the trap. Apparently Nos. 21, 22, 23, 24 and 38 are 
also wet-vented through the lavatory connection To our 
way of thinking, to do good service as a vent, this waste 
connection should be short, and moreover, one fixture 
connecting into it would be better than two Nos. 596, 
51, 52 and 53 appear to be crown-vented No. 59 should 
be vented through the roof. This drawing affords a good 
example of the use of wet vents These numbers of 
course refer to the numbers on the problem drawing 
The numbers are used instead of the names of the fixtures 
in order to save space 

Fig. 5 Connection of the drinking fountains into the 
rain leader is poor practice In the event of extreme 
torm conditions, with the sewer unable to carry off the 
water, it might be possible for storm water to back up 
and overflow through the fountain connections. With 
this exception, the drawing is fine. The condensing tank 
connections are especially good. 

Fig. 6.—-While this drawing shows a good understand 
ing of plumbing, as a drawing it is not just ‘‘what the 
doctor ordered.’ The pipe linés should be drawn with 
a straight-edge, not freehand as in the original drawing 
before the “Domestic Engineering’’ artist fixed it up. 9, 
16, 11, 12, 39, 48 and 58 apparently have continuous 
vents, but as the wastes are connected directly to the 
stack, it would be impossible to vent them in that way 
60 is crown-vented, and 59 not correctly connected (see 
first part of article). 

Fig. 7.-—-Another poorly made drawing, so poor in fact, 
that we are unable to decipher much of it, and therefore 
unable to criticize it intelligently In our opinion, ‘if a 
thing is worth doing at all, it is worth doing reasonably 
well,”’ 

Fig. &8.—This drawing shows considerable use of wet 
vents. The use of the fountain waste as a wet vent for 
the water closet is O.K., although connection into the 
heel of the bend is not recommended. The baths are 
wet-vented by the lavatories Slop sinks are generally 
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connected ame a 
floor as 21, 22, 23 a 


Mr. Dutt 
refrigerator stack 


loes not 
Fig. 9 


There is 


should 
should be 


Pug; 3 


be 


on states 
require it 
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also very 


trapped 


a Drinking 


sinks connect into 


knowledge 


intended 


and 


venting 


toe the drainage sy 
others je, of Zn; 
should vent 


Fig. 1 


Drinking 
2 being top fixtures close to the stack, do not require 


The refrigerators should not 


single long soil line 


tions we 


rectly 


Severa 


Fig. 1 


not require venting 


is to he 


used 


warned against 


1 wet vents 


é So, 30 


noted that 


catch basin 


Fig. 1 


quire no 
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stem, 
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the roof, and 


fountains, bath 


in leader, but 


welieve this 


mut according 


>S, and not with a trap below the 
and 24 The urinals are crown-vented 
that his preference is to carry the 
through the roof, although his city 
He is right 
well thought out, and well executed 
little to criticize in this drawing 59 


the rain leader 


rooms and slop 


in view of the 


not to have been 


fountains are crown-vented. 1, 5 


connect directly 
to Fig. 12 and 


nd 60 are crown vented 59 


root 


on each floor 


ve 
t 


kit 


closet 


connect into a 


nt line, whereas in the instruc 


his 


shown, all of 
50 not properly connected 
oh 
There is little else 


top fixtures 


them being cor 


near stacks, do 
to criticize It 


chen waste goes to an outside 


should be like the 


pipe 


better than a non-siphon 


Fig. 14 A letter 
that ‘All 
beds, discharging 


house sewage 
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of purity way beyond 


city from the coal 
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and slop sink vents have a 


vents of Fig. 11 


be trapped, and 59 have a vent through 


to prevent siphonage would be 


trap 


the 


drawing states 


pumped, and passed over filter 
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flows past the 
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Fig. 14 big. 15 
» th } tt he rit do not seem to us ad 
quately nted nd Ww ild iggest the u of a loop 
ent for ther 
Fig. 15 lr} lrawit j ib t to quit bit of im 
provement It w I r illed that instructions on thi 
problem called for short horizontal soil line All of the 
drinking fountair except tf] top ons are ubject to 
iphonage TI true also of most all of the fixtures 
xcept tl Vater l t nd slop sink It cannot be 
aid that tl t ! t end of each horizontal 
oil line is an adequate ent for such fixtures as lavatories 
nd hath Ther nothing to prevent iphonage of 
these trap ind favorable condition Refrigerators 
ind sink hould not enter the same stack, and the sinks 
hould not discharge into a floor drain. The 1%-in. vent 
tack at the right is inadequate 
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Fig. 16 lig. 17 
Fig. 16 2, 2? and 4 should be vented Fixtures 5 to 

’} are served by cireuit vents, and the same criticism 
made of Fig. 14 applies. On three of the floors there is 


a line of water closets vented by a 2-in. circuit vent into 
which four lavatories are connected Nothing less than 
t-in. should be used on this circuit vent, in our estima 
tion On another fioor a line of urinals discharges into 
the circuit vent, which is 2% -in., and here also the size 
should be increased; 59 is not vented; 39, 48 and 58 
hould be vented 

Fig. 17 This drawing is practically the same as 
Fig. 15, and the criticism of Fig. 15, with the omission 
of the last sentence, applies to Fig. 17. There is no need 
of running the vertical sections of the circuit vents to a 
point above the highest fixtures They can be branched 
into a single main vent stack as in Fig. 15. 


Legal Decisions 


MALICIOUS INTERFERENCE WITH BUSINESS 

HILE in business competition a person must neces 
Oe mits suffer considerable interference in the opera 
tion of his busine which cannot be considered unlaw 
ful or actionable, it has been held by most courts that 
a malicious interference with the right to carry on a 
legitimate business is an actionable wrong A person 
has a right to carry on and prosecute a lawful business 
in which he is engaged without unlawful molestation or 
interference from any person, and any malicious interfer 
ence with such business is an “unlawful act’”’ and an 
actionable wrong Supreme Court of Oklahoma, in Steb 


bins v. Edwards, 224 Pacific Reporter, 714 
WHEN CONTRACTS FOR PERMANENT EMPLOYMENT 
ARE TERMINABLE 
r may be said to be the 
| mutuality of obligation 


unenforceable 


rule that want of 
contract of 


established 
will not render a 
employment if it is supported by an inde- 
pendent consideration, that is, a consideration other than 
be performed on the one hand 
but the rule 
would seem that a 
not sup- 


terminable 


the obligation of service to 
and wages to be paid on the other; correct 
from the 
for permanent 


by 


deducible authorities, to be 


contract employment which is 


ported such independent consideration is 


at the pleasure of either party. 

In other words, a contract for permanent employment 
so long as the work is satisfactorily performed, which is 
not supported by any consideration other than the obliga- 


tion of service to be performed on the one hand and 


wages to be paid on the other, is terminable at the pleas 
of either party. 

But it is said that, in case the employe purchases the 
with a consideration outside the 
which he renders from day to day, the estab- 
lished rule is that ‘permanent’ employment will be held 
te contemplate a continuous engagement to endure as 
long as the employer shall be engaged in business and 
have work for the employe to do, and the latter shall 
perform the service satisfactorily—-Supreme Court of Mis- 
Rape v. M. & O. R. 100 So. Rep. 585 


ure 
employment valuable 


services 


sissippi, in Co., 


CREDITOR TAKING NOTE OF PARTNER 
dissolved, and one of the 


HERE a partnership is 
partners assumes and agrees to pay the firm debts, 


notified of this arrangement and 
by the new relation created 
the partners; where the creditor, not only 
to the arrangement between the partners, but 
further agrees to accept and does accept the note of the 
of his claim against the 
of action against the 
release. But the mere fact 
that the creditor received and retained the individual 
note of such partner is not of itself sufficient estab 
lish an agreement on the creditor’s part to accept such 
note in payment of the firm debt; 

such warrant reasonable 
at only the one conclusion that the note was accepted 
with understanding Supreme Court of North |! 
kota, in Hauge v. Bye et al., 261 N. W. Reporter, 15% 


a creditor, who is as 


thereto, is bound be- 


sents 
tween and 


assents 


assuming 
firm, the 
partner 


partner in 
creditor has no 
he has agreed 
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cause 


to 


to 


at least this is not 
men in arriving 
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S. S. FRETZ, JR., & CO. 


=> Philadelphia Penna. 
Works at Philadelphia, Pa. Boyertown, Pa. 
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Made the Perfection Way 


Every product turned out of our factory is made 
with the idea of meriting the permanent patronage 
of our customers. Quality of materials or work- 
manship is never sacrificed for any reason. No 
specifications are too rigid for Perfection goods. 
They stand the test of time and long service. 

Practically our entire line of floor plates, air valves, towel bars 

and flush valves are shown in the 1925 Domestic Engineering 


Catalog Directory, pages 434, 435 and 817. Reprints, punch- 
ed to fit T. E. B. Loose Leaf Catalog, supplied on request. 


The Beaton & Cadwell Mfg. Co., New Britain, Conn. 
New York Office and Store: 234 Water Street 
A Complete Line of Tested Hangers to Suit Every Purpose 
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HE CAMPAIGN against the pollution of conductors leading to the gutter, and often 
of streams inaugurated by “Domestic people could not sit on their front porches, nor 


Engineering” has now attained a nation- open windows on account of the odor. 

cide scope, and 1s attracting the attention of In the northeastern part of the city many 
he leading santtarians in various parts of the streets and alleys were filled with a white scum 
country. These men who have been pioneer- from the discharge of sinks which attracted 
ing in the war against stream pollution are de- millions of flies in warm weather. Many other 
serving of much credit. One of these is Henry parts of the city were ina similar condition. 
Bohn, plumbing inspector of Zanesville, Ohio. Zanesville then adopted the Ohio State 

Previous to 1916 there was no regulation or Plumbing Code, which went into effect at the 
inspection of plumbing in Zanesville. Condi- same time the first plumbing inspector was ap- 
fions were very bad. Many streets and alleys, pointed. In the nine years during which Mr. 
hack yards and gutters were overflowed with Bohn has been in this office, most of these con- 
sewage, providing breeding places for flies and ditions have been corrected. In six months or a 
unsanitary conditions prevailed in many parts year from now, 24 miles of sanitary sewers will 
af the city. The soil was not suitable for leach- have been completed in the southwestern part 
ing wells, or sewage disposal plants and there of the city, whitch will free them from overflow, 
was no one to advise the citizens in their san- from leaching wells, etc. He has made every 
itary problems nor to enforce regulations. effort to assist property owners, contractors 

Conditions were also bad in the southwest- and all those interested in plumbing and sew- 
ern part of the city. Leaching wells had been age disposal. Ile has a vast fund of informa 
constructed for many homes but they were tion and wide experience in the matter of 
found to be a failure in that locality. Their stream pollution, so we are sure our readers 


efinents were connected with sewers by means wutll be glad to read what he has written. 


The Pollution of Ohio Streams 


ANESVILLE has two of the most beautiful rivers water where the heavy part of this sewage lies, as very 
in the United States, the Muskingum and Licking few fish will live there except a few scavengers such as 


which are controlled by the Government. The carp and suckers, or once in a while a catfish. 
Muskingum river in the northeastern part of the city, has Part of this sewage from the upper pool of the river, 
large manufacturing plants, tile works, rolling mills, pot- above the dam, flows through the canal and through the 
teries, ete., and a population of lower locks into the lower pool of 


8,000 to 10,000 people who use a the river which is also polluted for 


sewerage system which empties a half ‘mile or more from this over 
flow and from many sewers enter- 


ing therein from the southeastern 


into the upper pool of the river. 
A dam to hold the water in the 
upper pool at Main street, holds and southwestern sewer district 
But the next dam being 10 miles 
below helps the river at this point. 


Sewage can be seen floating at this 


most all the sewage. 

Before 1919, the city water 
works pumped its water from this 
point and there have been many 
complaints about public swimming 


stream a little above the last sewer 
emptying into the river, or about 
one mile from the dam. The city 
at that time had an epidemic of 
typhoid fever every year, about 125 


places in this territory. 

“There are a few smaller water 
courses such as Chaps Run where 
to 150 cases each season with some four large factories, which are 
across the county line, employ 
about 1,200 people. They empty 


deaths. In 1919 our wells system 


was complete and with it all ty- 
phoid fever disappeared. their sewage from closets, sinks, 
etc., into the stream and there is a 





The Licking river for about one- 
half mile from the dam to the State continuous flow of waste water 
treet bridge is polluted with sew- from factories of about 30 to 40 


age from manufacturing plants, barrels a minute. This I believe 





infirmary and_ residences. The would be sufficient if there were sep- 
game warden informed me recently tic tanks or settling basins to exclude 
thé i restocki se stre ; » solids. However, all residences 
iat in restocking these streams, Henry Bohn, plumbing inspector, Zanesville, the lids ‘ . f 
he does not put any fish in the Ohio along the run entering the city 
Te) 














plete Chaps Run 


polluted but the 
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PELE DOO LO T O™,” Fig] is from coal mines 

f and mostly copperas 
Also a stream 
Joe’s Run, in 
the northwestern part 
of the city has for 
years been free from 
pollution, but now 
there is sewage from 
the Children’s Home 
and the _ overflow 
from the new district 
on the Dresden and 
Frazeysburg Road 
which is run. onto 
the highway through 
settling basins, and 
then flows into the 
above mentioned run. 
This addition has not 
yet been taken into 


water. 
called 


Muskingum River 
E Upper Foo/ 








water tu d for 
lon c purpos¢ It nese, Sere a, bie 
emptis into the river 
below the dam and is about one and one-half miles long 
Fish do not live in thi tream In rain storms this run 
row ») immen proportion, 30 to 40 ft. wide from 4 
o 6 ft. deep so is thoroughly flushed, but in dry seasons 
and warm weather it becomes stagnant 
“Mill Run, in the northeastern part of the city, has two 
wers, emptying into it, but they do no damage as no 
fe could exist in th tream as the water flowing therein 


WHAT THE 


LICENSING 
COMPLAINANT 


IN CASE OF FIRMS 


attacking the validity of a city 


A 


ordinance is not discriminated against because a 
firm might be formed to engage in the plumbing busi 
nes and some of the members who did no plumbing 


work of any sort as laborers or supervisors would not 


be required by the ordinance to take out a license. Sup- 
pose, for exampl A and B should firm, A be 


| plumber, and B furnishing the capital. 


form a 
practical 
There would be no discrimination 


against the complain- 


ant in such case, even though B was not required to 
tand an examination nor procure a license. If the 
ordinance undertook to provide that officers of such a 
corporation, or members of a firm, whose duties were 


in no wise connected with the actual work of plumbing, 


must nevertheles ‘and the examination, and secure the 


license, this would only unreasonable, but 


State 


plainly be not 
unconstitutional 
v. City of Memphis 


Supreme Court of Tennessee, in 


266 Southwestern Reporter, 1038 


OMISSION OF NAME FROM BODY OF CONTRACT 
N the preparation of a written contract it is the com- 
mon form and practice to write the name of all 


parties in the body of the the 


from the body of 


instrument If, however, 


name of one of the parties be omitted 


the instrument and he signs the instrument, he will be 


bound by its terms. That is to say, while it is the bet- 
ter form to write the name of the parties in the body 
of the contract, however, if the names of all parties 
appear at the close of the contract and the proof indi- 


that all 
to name 


cates parties signed the contract, the omission 


one of the parties in the body of the contract 
considering a contract in 


if the entire writing appears 


will not vitiate the same In 


writing, it will be sufficient 


to give evidence that the party whose name was omitted 


the city of Zanesville. 
the present time. 


It is 


“There is always plenty of work for the master plumber, 


pending in the court at 


sanitary engineer and plumbing inspector in a growing 
city in protecting the citizens of that community from the 
pollution of their water supply.” 

Since Children’s Home is ar- 
with the city sewerage system and to 


abandon the settling basin and open discharge of sewage 


AW DECIDES 


of the contract 
and intended to be bound by it. 


writing this article, the 


ranging to connect 


in fact signed the same 
Supreme Court of Okla- 
Brown, 227 Pacific Reporter, 124. 


from the body 


homa, in Livingston v 


AMBIGUITIES IN CONTRACTS ON PRINTED FORMS 

HE general rule is, with reference to contracts exe- 
T blank forms, that, where there is an 
because of apparent inconsistencies between 
the written or typewritten portions on the one part and 
instructions on the other, the written or 
typewritten words will control, because the written words 
are the immediate language and terms selected by the 
parties themselves as setting forth their intention, while 
the printed intended for general use without 
reference to particular objects and aims.—Court of Civil 
Appeals of Texas, in Griffin v. Shamburger, 262 South- 


western Reporter, 144. 

SURVIVING partner is entitled to possession of the 
A partnership assets and to settle its affairs, uncon- 
fused by any control by the representatives of a deceased 
partner. However, he occupies a fiduciary position toward 
such representatives and is held to a strict accountability 
It is his duty to wind up the partnership business dili- 
gently and without unnecessary delay. When he con 
tinues it unnecessarily without the consent of the de- 
cedent’s representatives, he acts at his peril and becomes 
liable either for the profits made in the business, including 
those made after his partner’s death, or to account for 
the surplus at the time of the death of the 
partner. with interest thereon, and the representatives 
of the deceased partner have the right of election of these 
remedies.—District Court of Appeal of California, in 
Kimball et al. v. Baxter, 228 Pacific Reporter, 381. 


cuted upon 


ambiguity 


the printed 


form is 


POSITION OF SURVIVING PARTNER 


deceased 
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<Bull-Dog Tanks and Seats Have a Sure Grip on Qualiti 
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N°900 «90 
HEAP- STAR SEAT, 
Super- White. 
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ow Priced 
White Seats 


MEAN BIG SALES 


Tue plumber and the jobber who have not exploited the Sales 
possibilities of a good Spray-white seat at a low price have an 
agreeable experience still ahead of them. The ‘“Heap-Star’”’ Seat 
in Super-White Finish is an unusually good Spray-white seat. The 
white lacquer used is very tough and reliable and is polished to a 
uniformly smooth and brilliant surface resembling the sheet 
covered seat. We know from our own sales that the demand 


for these seats from house-wives is enormous. Are you selling 
your share? 


|HEAP| 
J STAR | 
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f The jobber who is not handling the Bull-Dog Line should be just to himself and investigate oe 
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Never Split 


Woop \TS 














Model 
No. 120 





We make the most 
simply because we make the best 


HERE must be some reason why more Never-Split seats 
are used than any other seat manufactured. 
Durability, unequalled durability, is the answer. So strong 
and lasting are Never-Split seats that many have been in service 
for as long as twenty years. 


set in that it is as 





This durability is the result of 


t seat 


Evernu is the perfe« 
The interior wall of special 
hard rubber « 
strength and the « 


surface of solid color hard 
rubber are vulcanized 
under hydraulic pressure 
into one lasting piece 

No finish to wear off. No 
joints to open up The 
hollow center provides 
lightness’ wit! strength 


The hinge is as durable as 
the seat 


Complete specifications 
will be found in Sweet's 
Catalog 


The Largest 


the famous Never-Split construc- 
tion. Each seat is carefully fash- 
ioned in four sections so that the 
cross grain of the quarter-sawed 
oak or gum runs around the hole. 
These sections are united in an in- 
separable unit by four bolts con- 
cealed inthe wood. Sotight is the 
grip of the bolt, so accurately 
machined are the tongues and 
grooves that it is impossible for 
the joint to split or come apart. 
The hinge is made of the finest 
quality new brass and is so well 


NEVER SPLIT 
Dept. 26, 


long lasting as the 
seat itself. Every 
Never-Split seat is 
beautifully fin- 
ished and there is a 
type forevery bowl. 
If you are a Never- 
Split dealer, you are entitled to a 
free catalog, envelope inserts, a 
model of the famous Never-Split 
Joint Construction for your win- 
dow display, and a display sign 
for your store front. A post-card 
will bring them. Mail it today! 


SEAT COMPANY 
Evansville, Indiana, U.S. A. 


Founded 1905 


Manufacturers of Toilet 


Seats in 





the World! 
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Advertising Editorial 
A NEW ONE EVERY WEEK-— No. 184 
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Middle Age and Health 


HIRES no reason why the approach 

of middle age should find any man 

or woman harboring the feeling, “I’m 
growing old.” Vitality, elasticity of muscle, 
unimpaired functioning of every faculty, 
may be preserved by common sense health 
habits. 

\fter daily exercise in importance in this 
preservation of good health comes datiy 
bathing, Keep the pores open, refresh the 
skin and muscles, relax the tired nerves and 


thus secure sound sleep, or vim for working 





hours. 


Ask for a 
copy of “The 


A shower makes daily bathing easy and 
Story of the quick. Itvery home ought to have one 

Bath.” We . 
promise you 
an hour. of 


(In this space your Name, 
fun and fact 2 


Telephone, and 
\ddress) 


It isn’t ad 
vertising 











Talk to Thousands 


rTOLUMKE of sal depend ipon the number of people the contractor 

\ can present his sales message to And advertising is the only 

in which that sme age can be presented to thousand of people 

th one effort Your daily paper reaches more people than you could 

personally in a year, if you did nothing else every day of the 
all on them 


The Advertising Iditorials present in inexpensive advertising 


k but 


rvice Timely, carefully merchandised copy, which costs you nothing 
& illustrations cost only $4.20 for twelve The size is just right to 
ire attention and not so large as to run up large charges for space 
er twelve illustrations today 


Talk to thousands through the columns of your daily paper Writs 


ecial offer for veat Service 





ALES 
One a 


LELTER 
Heeek No. 21 





Keep nvht atter the bath-a-day thought 
this month. Send the following letter to a 
dozen or so homes where vou know. they 


ought to have a shower—or another bath 
, \ bath «l day keeps 


vou fit every wav" betore vour community 


room Keep the slogat 


Two Rivers, N. ¥ 
June 20, 1925 
Mrs. Edward Jones 
Two Rivers, N. Y¥ 
Dear Madam 





There's no reason why the approach of 
middle age should find any man or woman 
harboring the feeling, “I’m growing old.”’ 


It is true enough that responsibilities 
and worry pile up with the years, but there 
ire common sense health habits to preserve 
Vitality, elasticity of muscle, unimpaired 
functioning of every faculty 

Standing next to daily exercise in impor 
tance in the preservation of good health 
comes the habit of daily bathing It keeps 
the pores open, refreshes the skin, relaxes 
tired nerves and muscles It gives vim for 


working hours, relaxation for sleeping hours 


But unless there is a shower in the house, 
daily bathing may be difficult A shower 
can be taken quickly Every member of the 


family can have a shower in the time it takes 


one member to wait for the tub to fill 


We would like to have you drop in and 
see our display of shower equipment 
Very truly your 
JOHN BROWN 


Adlet 


ONE A WEEK-—No. 42 


“as the ise Of larwer piace It ma t it 
Hut it will vield tead returt The \dlet 

are for those vYho do not fee that they 
tand the renise rt tration t ! 
larger Juice ul a rth \dvet ! I r 

l th } b th eh n r pa I 





Health 


Is a matter of habit~—consistent daily 
habit. Daily exercise and daily bathing 
stand high in the list of common sense 
things which contribute to good health 
We have equipment to make daily bath 


ing convenient, quick and easy 
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Sanitation he pluml yng that accom 
pis Itare two mostimportant elements 
in tl n and construction of the mod 
ern school. Where the lives and health of 
future generations are concerned there is a 
strong tendency to set standards tar above 
thie or linary. 
Phe complete confidence that those in 
charge ot choosing school plumbing place 
in the name Clow 1s evidenced by the con- 
JAMES B. CLOW & SONS, 534- 
Od1es Offices 
4 
. ‘ 
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Jing St AMC lards 


Be Met. 


increasing number of schools that 
specity Clow for all plumbing. 


stantls 


Since this confidence in Clow has 
been growing steadily until today Clow 
is the accepted p lumbing standard in the 
school field. Surely no greater tribute 
could be paid to manufacturing practice 
and engineering design than this. complete 
acceptance of Clow Plumbing in a field of 
exacting requirements and severe usage 
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Cities 


546 S. CHICAGO 
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This article concludes several weeks’ discus- | ; 


sion on figuring radiation. 


takes the platform to offer commendations, | 
kindly suggestions and criticism of the | 
many plans and estimates submitted. §& et 
Methods of figuring radiation making in- "| | Is 
teresting comparisons are given here in =:” Mag ten: © 


The Round Vable - ~ 


HE MEMBERS of our Round Table class, as well 


| interested 


criticism 


the 
present 


devoted to 
on the 


the 


this session which is 


drawings 


in 

several submitted 
Fig. 1. 
pages of the coefficients used by the writer for many years 


on 


problem, see Tables are given on following 
results 
Round 
Table will also be informed as to the layout suited 
for the bungalow “A. B.” Re- 
ferring to the original problem as outlined on page 26 in 


‘the Feb. 7 issue of ‘Domestic Engineering,” Fig. 1, which 


g00d 
The 


best 


and found to be conservative Uniformly 


have always been obtained by their use. 


of Minneapolis is building. 


is again presented in this article, and the answers to this 


problem by the members of the Round Table as 












s given in the March 14, April 11, and May 2 
3 issues of “Domestic Engineering,’’ we will dis- 

: cuss these various drawings and estimates. 
< 3 Kig. 2 was sent in by Otto Helphingstine, 
Pe eh Galveston, Tex. Mr. Helphingstine figured 975 
é 7 sq. ft. of radiation and recommended a 1,706 
) Me: sq. ft. boiler. His schedule, see Fig. 3 
ry March 14 issue, shows the amount of 
radiation and the method of figuring 
same. The reason he has _ too 
much radiation is due to the fact 
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First floor radiators to be taken from top of mains 

on 45° angle 
Second floor risers to be taken from side of mains | 
All valves are (" eacept hall radia tor which 15 to be/4 


Fig. 


as the readers of these discussions, will no doubt be 
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2 i 


that in columns 5 } W ; 
and 6, he has fig 280° — 
ured inside parti 

tions and ceilings Fig. t—Original plan for small 
as exposed There bungalow for which a hot water 
is no need of fig heating layout i to ae designed 

and estimates given 

uring these be 

cause they are in 

the room surrounded by a temperature of 70 deg If he 
will take out the radiation figured for the above, there is 
no doubt in my mind that this will bring him closer to 
the correct figure 

Regarding coefficient to be used, see last part of this 
article. The piping layout is fairly good We recommend 
the use of a 21-in. main in place of the 2-in \ 40 deg 
drop in the basement is too much Basement temperature 
can safely be figured between 50 and 60 deg. when a 
boiler is installed. 

The figures in this article bear the same numbers by 
which they were identified in the previous Round Table 
articles 

Check valve on expansion tank not required; radiator 
upstairs too large Column 6 in his estimate shows un 
heated space above at 45 deg.; the room temperature up 
stairs is 70 deg This also increases hi radiation 
Plaster board coefficient can be taken as .25 in place ot 
0.70 divided by 2 Temperature difference should be 
taken as 80 deg Ten degrees below zero i ufficient in 
most cases, except in the extreme north, because 20 de 
grees below zero continuously i eldom encountered 
Most all heating contractors figure 10 deg. below zero 
Please go over your figures again and see if you will not 
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Fig. 5 
by following these sugges 
tions, eliminate 400 sq. ft F i { 
1 as t 
of radiation be/t fa 
Fig 4 sent in by A [ 

. ‘ , sav¢ Hadiatior 
Biefield of Watertown, Wis 00% > 
March 14 issue, shows 505 wnocty as; 
ft of radiation which is 4 & 

a ae a 3 art 
close to the correct figure on 6 = 3 
the job. The boiler capacity . ~ 
is given as 1,425 sq. ft. We + 
have always figured 75 per ’ 
cent above radiation for 

r ‘4 
boiler capacity and there oY wee a 
J os vb Abus A 

are very few boilers that bb ‘ 

i 
require 100 per cent above 
radiation. We cannot under 
stand why the boiler should 
be so large We know there are many different boiler 
ratings, and the heating contractors should take a stand 


in this matter in order to obtain a uniform rating 

The layout is spread over too large an area Why not 
run the piping as shown in Fig. 2 or Fig. 7 which appeared 
also in the March 14 issue The branches will not be too 
long, and considerable work as well as piping will be 
saved The 2-in. main running to the rear should be 
24,-in. at the boiler and reduced to 2-in, at the elbow 

Fig. 5, from the March 14 issue, sent in by H. Wilson 
Detroit, Mich ha the same fault as indicated under 
Fig. 4 also too much radiation We are unable to check 
where the fault is because we do not know what formula 
is used Please advise me, Mr. Wilson, and we will mail 
you our criticism 

Fig. 6 same issue, sent in by L. C. Patterson, New 
Jersey, shows two radiation figures One obtained by the 
Mills rule and the other by the Pierce rule The radia 
tion figured by the Mills rule, 500 ft is correct Boiler 
capacity is given as 1,000 sq. ft 100 per cent above 
radiation We do not know why the Pierce rule gives so 
much more radiation, namely 1,000 sq. ft., because Mr 
Patterson did not send us any figures to check, or ans 
information as to how he applied the rule If he will 
kindly do so, we will point out the difference. The layout 
is good with the exception that we would use a 2 4-in 
main up to the first radiator. As to radiator connections, 
see table given in the last part of this article 

Fig. 7, same issue, sent in by Mr. March, Mineola, Long 
Island, N. Y. The layout is very good except that he 


lig. 


GINEERING June 20 
hould start with a 2'%-in. main. This lay« 
is the same as the writer's Mr. March, he 
ever, is quite short on radiation He figur 

4 onl 112 sq. ft. with a boiler capacity of 
A -~ 
\. ft The connections taken from the mi: 
/ ire the same as most of our members 
4 : 
and the writer has no comments to make. | 
’ radiator valve size and branches, see latt 
part of this article 
Fig March 14 issue, by “L. G M 
ie Cleveland, Ohio; not enough radiation; on 
$45 ft. are shown Piping layout not corre 
= ‘ee Fig. 7 for better layout Radiator supp 


connections radiator and return cor 


4 n 


Eliminate 


to top ot 


ections on bottom of radiator are approve 


check = vi on expansion tan 


hould between 
hould be 


We cannot give any criticism as t 


Branch arms run joists an 


in. main extended to elbow o1 


4 |; right side. 


fu which radiators are too small because n 


wher 
O.K 


explanation or information is given 


radiators are located 900 ft. boiler is 


April 11 issue, 
Tench, 


Fig. 9 sent in by Chas. I. 
pipe 


therefore we cannot criticiz: 


no sizes giver 
Radiation, 529 sq. ft. is 
little 
fact 


extra 


much, due to the 
Mr. Tench 
exposure 
ed 


into 


too 
that 
for 


figured 
and thi 
coefficient he us namely 


28, takes this consid 


‘ eration. The layout is good 
D should 


connection A 


Connection not be 


5" 3 used because 


is just as efficient and will 


results 
is O.K 


good 


ft. 


give equally 


Joiler 900 sq 


a Fig. 10, April 11 issue, sent 
by F, 


piping 


Gallagher. Too much 


Pipes should run 


$0ft 2nd Floor 
Bed Room 


L. Bed Roam 





Note 
/st Floor Radiator 
Connections 
o 
oe * 
2nd Floor 


poo Branch 
lain 
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Dotted line is the return 


Plain line 1s the Feed wie 


€ _tt— end floor Bend 
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Boilers and Radiators 


are the kind of equipment that every 
heating contractor likes to install 

economical in operation, dependable 
in service and a permanent asset 
to the owner. 











Nor will you find any difficulty in 
selecting just the type of Gurney 
equipment to meet the _ require- 
ments of each particular job, for the 
Gurney Line is complete. It con- 
tains a Boiler and Radiator for 
every heating purpose. 














Then again, we are always glad to 
= give you the benefit of our half-cen- 
— tury’s experience in connection with 
any unusual heating problem which 
needs special attention. That is a 
part of Gurney Service. 
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Write for full 
details 
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NEW YORK 93-95 Oliver St. PHILADELPHIA 
11 East 42nd Street 108 North 17th Street 
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The main reason that hundreds of bidets 
are not sold ~~ 


~in this country is that the American people do not 
know that this fixture is a positive benefit toward com 
plete personal cleanliness the plumbers never told 


them. 


Do you know that American manufacturers are selling 
thousands of bidets in foreign markets? Profits are be- 
ing made daily by dealers and sanitary engineers who 
sell and install this fixture. 


Why aren't these profits being made in this country 
because the buying public does not know of the bidet. 


This company will be glad to 


issist the plumbers in making Before the plumbing dealers can make these profits it is 


this fixture known. We have up to them to help sell this fixture. They are the ones 
EES: PE: Soneee who come in contact with the home builders. 

types, blotters, etc. Send for 

whatever you require 























Maddock Bidet 
Madval K-2831 


All White Vitreous China, including 
handles and escutcheons 
Flushing Rim 
Center Douche 
Pop-up Waste 
Hot and Cold Water Valves 
and Transfer Valve for supplying either 


flushing-rim or douche 
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THOMAS MADDOCKS SONS 2B S25 COMPANY. Trenton.N.! 
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lengthwise of building and branches over beams, other 


wise they will be too low For coefficient use; see last 


Main should be 2%%-in. at boiler. Too 
ft. boiler 


For 


part of this issue. 
much radiation, namely: 785 sq. ft 1,590 sq 

Figure for 10 below zero in place of 20. 
layout, see Fig. 7, March 14 

Figs. 11, 12 and 13, April 11 
Jacksonville, Fla. 1,110 sq, ft. of 
2,500 sq. ft. boiler also too large 


tors should be placed so that the furniture can be 


too large 
issue, 


efficient 


issue, sent by Mr. Gasslet 
radiation entirely too 
much Upstairs radia 


located 





properly. One radiator in each bedroom upstairs is suffi 


cient. Connection C is not clear to me Please explain 


Too much piping in basement Centralize more, also see 
Fig. 7, March 14 issue. 

Figs. 14, 15 and 16, 

| born used the Mills rule 
$80 sq. ft. 


San 


sent by L. W 
Radiation a little short, namely 


Sanborn Mr 
Boiler capacity not given sedrooms upstairs 
Go over your figures and consider 
board 


are figured incorrectly. 


roof exposure and plaster Same criticism applies 





to piping as given before Branch connections very good 
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Fig. 10 
seventy-five ver cent added to boiler capacity is O.K 
In general, a good layout except piping in basement 
Figs. 17, 19 and 20, April 11 issue, sent by John Buck 
ham, West Toronto, Can Kor coefficient and pipe data 
see latter part of this article Too much radiation, namely 
o61 sq. ft No boiler capacity given Piping layout good 
Move boiler closer to chimney Connection \ and B 
should not be used (See connection \ and B, Fig. 11 
page 20, April 11 issue.) These will produce the same 
7 
results In second floor bedrooms, one radiator ufticient 
When spacing radiators think about the location of the 
a 
y My 4 + d , 
4 % ‘i 
5 e 
. ‘ a 
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dnd Me ‘ 
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0d ~ | 
b ee eb, 
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4 y intel 
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Ivig. 11 
furniture in the rooms Kront hall, one radiator i uff 
cient Kitchen, one radiatar ufficient The recom 


mendations will simplify conditions and reduce the co 


also bring radiation closer ,to the correet figure 


L) if 
ig. 12 
Kig. 18, April 11 issue, sent by Mr. LeFrancoi No 
data given. Cannot advise. Have received no letter from 
Round Table class perhaps for the same reason Con 


nections C and D need not be used because they will not 


produce any better results than A and B \ and B can be 
and return result 


May 2 issue, sent by G. J. 8...” Wie 


with equal good 


used on supply 
Fig. 21 

No criticism 

Table As 


and 22 


received from the members of the Round 


soon as received will torward same to you by 
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Thread Your Pipe 
While “Getting Ready”’ 

No man would walk around the block to get to his next 
door neighbor. And yet wasting perfectly good time, 
that has a real cash value, in hunting for loose dies and 
bushings, or in changing dies and bushings to thread 
different sizes of pipe is just as wasteful—it is doing 
unnecessary work —using unnecessary time. 
4 Why not take the direct route to finished threads? 
Why pay to use loose parts when you can use a Beaver 
Die Stock, set the dial to size and cut a perfect thread 
in the time it takes to ‘“‘“Get Ready”’ with loose part 
tools. 
Beaver Self-Contained and adjustable Die Stocks do 
cost a little more -BUT--A Die Stock is worth pre- 
cisely what it can do for you--not what you choose to 
pay for it. 
“Alwavs Ready” Get the Pocket edition Beaver Catalog and look over 
y y the entire line of Cutters and Threaders 14 to 12-inch. 
Then buy the tools selected from any leading jobber 
they all stock Beavers. 
The Borden Company 
— §10 Dana Avenue 
tt 
to % inch Warren, Ohio 
Adjustable 
No. 26 Beaver Ratchet 
aes 
— Adjustable—Simply The Universal Guide 
set the handle that centers the 
that’s all pipe—no loose 
bushings 

ieee 

"etehis’ 2 RRM RAI 
Adjustable 
The Easiest Way to Cut Good Threads 
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mail You may figure 10 degrees below zero in place of 
‘) for reasons given before. 

In going over this article you will no doubt have noticed 
that the members of our class, who figured radiation by 
the Mills rule and those figuring radiation by the B. t. u 


method are close together so far as the total amount of | 


radiation is concerned. The table Mr. Biefield has worked 


out and which is | 








Ez. 
_—i or M; » @ Leow 
> 35, May 2 issue, 


i eesieniemanll 
f 
is based on the 
B. t. u. method 
We have checked 
$# columns and 


fast Bed oom 


find that he is 


mmc | ta ntsc 
TMM e> ||, stort.” nowever 


vi Hall ; he adds 10° per 














eent for 10 de 
grees below zero 
a and 10 per cent 


on the” side of 








prevailing winds 
West Bed Koom 


as stated below 


the table, and 


45 if this will com 


a —J pensate for the 


Yo Scale 




















difference 


W 
Second Floor Han at 


Fig. 15 cannot give you 


present we 


a table that can 
be used universally because we are waiting to see a num- 
ber of tests completed, and as soon as the results are 
known, we will compile this table and present it in a 
later issue. 
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What To Say On Automatic 
Temperature Control 


Sell the householder on the comfort, con- 
venience and economy of Automatic Tem- 
perature Controls, but specify Honeywell. 


Tell him there is nothing on the market 
to equal the Honeywell product for 


Assure him that it is simple in design, 
positive in action, free from service needs 
and consumes only the minimum of 


electric current. 


Every branch of the heating industry will 
back these statements —the boiler field, 
the furnace field, the oil burner field. 


To create satisfied customers specify Honeywell 


The Honeywell Heating Specialties Co. 
Wabash, Ind. 
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Honeywell Electric 
Motors and Switch 
Motors are ap- 
proved and listed 
as standard by the 
Underwriters’ Lab- 
oratories, Incorpo- 
rated 


ONEYWEL 


Temperature Regulators 
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Rome Quality” 


in another new hotel 


Recently opened to the public in New 
York City, the 44th Street Hotel has 


water lines that will stay neu \ll hot 
and cold water lines main risers and 
mess ROME or hranches to fixtures —are of “Rome Qual- 






Seamless Brass Pipe 





_— It\ 





lhe extensive use of “Rome Quality for 
hot and cold water lines, in all types of 
buildings and in every part of the coun- 
eee try, has definitely proved its durability 
over a long period of time and has demon- 
strated its ultimate economy 








The Rome 





Brass Pipe In using “Rome Quality,” Plumbing 
Bulletin (Contractors are assured of a product as 
shows mar fine as long experience, modern methods, | | [| [| [| If 
a caer ee and the utmost care can produce iden- Mey 
nd for tified by stamping the “Rome Quality” 


trade-mark on the end of each length 








7 ROME BRASS AND COPPER CO. 
ROMI : . NEW YORK 


f j2OME 
fu 
’ Branch Warehouse 3649 South Racine Avenue, ¢ hicago, Ill 


Mention DomesTIC ENGINEERING when writing advertisers. 






































e 20, 1925 


DOMESTI¢ 


fhe criticism that we have given, we hope will be 


pful in solving our next problem, which will appear in 


future issue of ‘‘Domestic Engineering.’”’ We know that 


1 are anxious to learn the writer's figures on this 
oblem 
Total radiation, 498 sq. ft Boiler capacity, 900 sq. ft 


March 14 


with the excep 


(ur layout is the same as indicated in Fig. 7, 


ie of “Domestic Engineering,’ page 3 


in that we would move the boiler to balance the system. 
g.f, same page, is practically the same, only the branches 


etoosmall. Any layout like the two foregoing has always 





given good re 
Its. It is not penne TTT 
necessary and 4 HHT 
most cases { — ne 
ndesirable, to | ro ‘all | 
run the main 1 y 
all around the 1] | 
hasement, ex- {| ny 
ept in special | ie 
instances A {| | | 
hort, compact —--—--—f ke —— — | 
main with Nill Tice +6 2 : 
ample size |PSWIMUUIT Ve sere 
branches will yf || end Gerllow %& | ; 
give the best re- i hs 1 | {| 
sults. In figur- ii || 1} 
ing the above Hy || Hy 
mentioned ra — we : 
diation we used 60# EI 
tas 8... & 








1] 
taking a] 
14 
differ Jf tare sd} cabteaill 
ence in temper- . = 


method, 





8) deg. 


ature (70 de- First Floor Plan 
song enc ah Location of Radiators 
zero outside). Vig. 14 
The coeffi- 
cients used for the B. t. u. loss for one degree difference 


in temperature are as follows: 


Doors, windows and skylights a: 
in. wall é 39 
2 in. wall 33 
Ceiling ‘ ‘ ; ‘ 28 
Partition exposed 20 
Wood floor, basement below 32 
Difference figured 20 degrees 
Roof, shingled 6 
hioof, composition J oe 42 
One air change per hour 018 


We find this quite sufficient in all ordinary construction 
work. Where light 
per hour, in extreme cases 2 air changes are recommended. 


construction is used 1% air changes 


%4 (9 Bedroom 
| (7 
iH ¥ BY, 
\I] | j Begin 
\ Y, | = , Bedroom 


vm 
(se 
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\l So —— Basement 


| 
my 


52 7 s 7) = — Plan 
foom? => hen 
part D 206 Nel! \ ‘ 
[65 Detail Bei NS 
of B chug aia, 


Fig. 17 
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744 H. P. Century Repulsion-Start 
Induction Single Phase Motor 


They Develop 


Heavy Starting Torque 


The heavy starting torque developed by Cen- 
tury Repulsion-Start Induction Single Phase 
Motors renders them especially desirable for 
the operation of refrigerating machines, 
crushers, mixers, pumps, heat regulators, sew- 
erage disposal equipment, garage air compres- 
sors and also other similar apparatus usually 
employing automatic or remote control 


The low starting current requirements of this 


motor—not in excess of 245% 


of full load cur- 


rent—permits the use of any standard single 
throw switch for starting. A fuse which will 
protect the motor while running and carrying 
its load, is usually of ample capacity for start- 
ing due to the low starting current and quick 


acceleration. 


The new Century Wool-Yarn System of Lubri- 
cation can now be furnished in all Century RS 
Motors of fractional horse power sizes. 


Built in all standard sizes from % to 40 horse 
power—temperature rise not more than 40 deg. 


Centigrade. 


SEND FOR BULLETIN NO. 29 


Bulletin No. 29 describes all superior features 
of Century Repulsion-Start Induction Single 
Phase Motors—a copy will be mailed to you on 


request. 


Century Electric Company 
More than 23 years at 
St. Louis, Mo., U.S.A. 


IZ to 40 H. P. 





MOTORS - 


\% to 40 H. P. 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are Full Weight 















Owners appreciate 
its rapid, easy action 


Plumbing contractors can use the Jenkins Rapid 
Action Valve to good advantage. It has proved 
popular because of its instant on-and-off action, 
and its simple, dependable operation by means 
of a short pull of the lever. When opened, it 
stays automatically in position, allowing a con 
tinued full flow. It closes quickly, without 
water hammer 


The Rapid Action Valve is fitted with Jenkins Renewable 
Dis« This feature insures perfect contact with the seat. 


JENKINS BROS. 
80 White Street New York, N. Y¥ 
524 Atlantic Avenue Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, Ill 
JENKINS BROS., LIMITED 


Canada London, England 


Montreal 


Always marked with the” Diamond” 
e 


enkins Valves 


SINCE 1664 
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The writer would recommend the following valve siz 
for hot water jobs 
First Floor Second Floor 
Radia t Radiators Valve Siz 
i) s ft O sq. ft ] in 
“osq. ft sO sq. ft 1% it 
ft 120 sq ft I 3. in 
wy, Ts 200 sq. ft o in 
Branch arms should be as follows 
to " j ft. of radiation 1 
tes st 1 ft of radiatior 1% 
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, 160" 160° 4 
x if 
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—fpansion Tank 


























r wd . oe 
Scale /g-1-0 2nd Floor Plan 
Fig. 20 
te 1 ’ ‘ ft. of radiation 11 
to Sag i. ft. of radiation 2 i 
The B. t. u. given off by 1 sq. ft. of hot water radiation 
we have figured at 170. For steam and vapor jobs we 
figure 250 
Steam mains used as per table below, have given good 
results 
hiadiatior oad not over 12 sq. ft 1% in 
Radiation load not over 200 sq. ft 1% 
Radiation 1 d not over 120 sq. ft ) 
Radiation load not over aL) ag. ft 
Radiation load not over S50 sq t 
Radiation load not over 1,350 sq. ft 
Radiation load not over 2,000 sq. ft rl 
Any main below 1 %-in. should not be reduced but must 


run full size all the way Any reduction in mains of 2-i! 


or over should take place at points where radiators at 


taken off by using a reducing T never a bushing, or | 


using a reducing elbow where a turn is made at rig!! 
angles The end of the main should return through t! 
last radiator on the line The branch leading to tl 
radiator should always be one size larger than the radi 
tor valve. This same method should be followed on 
the branch arms from the main to the radiators in ord 
to obtain efficient results 
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Moline Heat 1s the application of an 
engineering principle rather than auto- 
matic apparatus for the distribution and 
control of steam for heating purposes 


“MOLINE HEAT” heats every radiator 
simultaneously, regardless of its distance 
from the source of supply. 


“MOLINE HEAT” heats each radiator as 
much oraslittle as required by the occupant. 


“MOLINE HEAT” is easier to control at the 
source of supply than any other method. 


“MOLINE HEAT” will give you more busi- 
ness—more proflit—more customers. 


Send for a Moline Heat Book. It gives a great deal 
of information about heating. It contains very pro- 
fitable ideas for contractors. 


A Postal Card will bring the Moline Heat Book to 
you. There are 60 pages of vital matter. Mail the 
postal today. 


meliae. Heat 


—e 


THE HERMAN NELSON CORPORATION Moline, I] 


Belfast, Me. 
Boston 


Ne 
New 


w Haven 
York City 


1863 Third Avenue 


Sales and Service Stations: 
Detroit 


Syracuse Grand Rapids Columbus Chicago Kansas City 
Philadelphia Toledo Des Moines St. Louis Denver 
Scranton Indianapolis Milwaukee Emporia Salt Lake City 
Pittsburg Cleveland Minneapolis Omaha Spokane 


Portland 
Seattle 
Vancouver 


Toronto 
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Why should you use 
Oxweld fluxes? 





FLUXES are used in welding to 
remove oxides. There are other pri- 
mary reasons for their use, but this 
THERE IS only one reason why eae: is the most important. 
Oxweld makes fluxes. It is the same Z fee es 
recnon why Oxweld makes welding The particles of oxide formed in 
. ne epost ore welding are so small and so distrib- 
obtain satisfactory results ad uted through the metal that their 
ES A Se: ih. presence is not always discernible. 
Tensile strength tests of such welds, 
however, quickly show how the ox- 
ides have reduced the strength of 
the weld. The oxides must be re- 


moved by suitable fluxes. 


A flux which removes iron ox- 
ide from cast iron welds does not 
have the same action on oxides of 
aluminum, zinc, copper, etc. The 
proper flux must be used in welding 
these metals. 








All oxweld fluxes are the result 
of careful research and all are made 
under the supervision of Oxweld 
chemists. Oxweld fluxes will do 
much to produce strong welds. 


Oxweld Acetylene Company 
LONG ISLAND CITY, N.Y. 
Thompson Ave. & Orton St. 


CHICAGO SAN FRANCISCO 
3642 Jasper Place 1050 Mission Street 




















WELDING AND CUTTING APPARATUS 


WORLD’S LARGEST MANUFACTURERS OF WELDING AND CUTTING EQUIPMENT 
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THE NEW PROBLEM the market 
UR Round Table discussions have surely brought out — vt 
) some valuable points and have shown the wide dif patterns for ever 
' 1 
ference existing in figuring radiation, boiler capacities | t IIs, 4 
and sizes of mains. They have brought out the fact that me etc., | , ' 
the same job in some cases will cost twice as much as in { : re) 
another case t 
A point that has developed is the fact that a great many | 
heating contractors do not employ an efficient method in | M 
estimating, because only one member of our Round Table 
has sent in estimate sheets We hope that all of our | 
members will avail themselves of the experience we have 
gained during this discussion, also of the estimate sheet STRINGER BROS. CO. 
| 1100 W. 38TH STREET, CHICAGO, ILL. 
OQO0000900008 000000009 000000 000008 000000 























Uniform Quality 


By making unions and noth- 
ing but unions, from iron 
cast in our own foundry for 
that specific purpose, we 
are able to obtain the same 
uniform quality in every 
casting. 














Just one more reason why it 
will pay you to standardize 


on TIGHTONS wherever 
good unions are needed. 








Order from your jobber 


presented during our discussion 


so that 


the 


next 


time we | 


Standard Union Zo. 





will not only have a drawing from each member but * 
also an estimate sheet. We will make the drawing | Winthrop Building, Boston, Mass. 
process a little easier for our members by publishing a 





irawing on which they can draw in the radiators, boiler 
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Hagerty explains 


*TOHN,” said one of his architect friends,“Why do you always want me to 
specify “Alpha” brass pipe. Just between you and me, aren’t all these brass 


pipes about the same. 


“No Mr. Martin, they’re not. This Alpha pipe is just a little different. I 
have one of the company’s books about it and the things they claim for it 


really check up. 


“The brass itself is easier to cut, it takes a cleaner thread, and for making 
bends it’s better than any I've ever used. They say it’s because they make the 
pipe with six pounds more copper in it and also because the metal structure 
is different. It’s probably so for the pipe itself is different. 

“And here’s another thing, because it has these advantages, I use them for 
selling points and find it is easier to sell the pipe and get a job. 

“Of course the pipe is stamped on each length and the manufacturers stand 
back of it, but they also carry large stocks that I can always draw from quickly. 


“Advantages? Sure it has. First the copper which will make it last longer. 
Second the extra lead, which makes it cut and thread better, and then its 


Alpha Brass Pipe 


ca tie r on ability to bend, and its metal surface which is hard and takes a really better 
dense, ductile and tous! nickel-plate. 

metal. It makes perfect 

bends, threads and cuts 


“Those are the reasons enough why I always want to use Alpha Brass pipe 


easily and offers even 
rreate esistance to « ° ” 
ei neg Aegis ‘ instead of the others. 
rosion than ordinary 

brass pipe. Full detailein 


our Alpha Brass Book 


CHASE METAL WORKS gp tenets temgibnenati ag manag gal 
. . CHASE METAL WORKS, Waterbury, Conn 
Division of Chase Companies, Inc. Pl i : 
‘ ease send me free of charge acopy of your book 
WATERBURY, CONNECTICUT Alpha Brass 
STOCKS 
Chase Companies of New Jersey, Newark | Nam 
4 The Ohio Chase Company, Cleveland 


Chase Companies of California, San Francisco, | Doultion 


bs Los Angeles 
YASS PIPE ee nee | 
Boston New York Philadelphia Rochester 
Pittsburgh Chic ago St Le uis Denver Auanta | Address 
Members Copper and Brass Research Association 
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ind piping and will also print an estimate sheet which 
they can fill out. 

Let us alltake advantage of what we have learned during 
sur sessions. You have no doubt found that this Round 
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Table is a valuable asset and we know that more of our 
readers will join our next discussion. All are invited so 
do not hesitate to send in your problems and drawings 
Any problem you may have, we will be glad to discuss 
during our sessions. 

The Colorado & Southern railroad will soon’ break 
ground for the erection of a new station to cost $200, 
000 in Trinidad, Colo. 

Gaulter Bros., of Lamoni, Iowa, were awarded the 
plumbing and heating contract in the new school build- 


ing in Hatfield, Mo. 


Sargent, of Boston, 
New England Metal 
at Wannamoisett 


and Robert EB, 
of the 
Golf Association, 


Walter J. 
the 


eddy 


recent tournament 
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New Seating Booklet 
Sent free on request 


Tells all about the money-saving Red Top ‘‘Tank in Basement” 


system. 
NEPTUNE METER COMPANY 
50 E. 42nd Street New York, N. Y 


Atlanta, Ga 525 Virginia Avenue Denver, Colo 1700 15th Street 
Boston, Mass 141 Milk Street Los Angeles, Cal., 701 E. Third St 
Chicago, Ill. 565 W. Washington Blvd Newark, N. J 282 Roosevelt Ave 
8t. Louis, Mo. 1912 Pine Street Portland, Ore., 12th and Glisan Sts. 
320 Market Street 
yinpany, 
West, 


San Francisco, Cal., 
Philadelphia, Pa., Richardson & Boynton ( 
Neptune Meter Co, Limited, 1197 King St . 


Ked fop elie? Valve 


ee Arch Street 


oronto, Canada 














IMPROVED 


New Model ‘‘R’’ 


Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the, installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER This device 
will insure you against the annoyance 
and expense of a flooded basement. 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
for your building, installed complete, 
More Reliable is $ 
More Durable You'll be surprised at the extra busi- 


ness you can create by this simple 
More Compact method. 


More Efficient 


More Economical 


More Powerful 
Rinna Macmuatls Your jobber can supply you 


More Salable Penberthy Injector Co. 


Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windsor, Ont. 





REG.U.S. PAT.OFF, 
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SYPHON AIR VALVE 


émbodying Dol Jhermostatic Principles 


satin timate 


Quality materials and workmanship—proven The efficient construction of the venting seat 
efficiency of operation—special Dole thermo- —the improved Dole syphon—the special 
static principles— these are the factors that syphon lock collar and the float rest are a few 
make the Dole Syphon Air Valve in great of the special features with which every up- 
demand all over the United States. to-date steamfitter should be familiar. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, lll. \ 
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CIRCUIT VENTS 


the number of fixtures that can be circuit vented and 
careful experiment has placed this number as_ eight. 
Where more than eight fixtures are on a branch, the 
circuit vent may be accomplished by making a double 
circuit as shown in Figs. 8 and 9. 

It is for much the same reason as stated above that 
the branch to be circuit vented must be limited in length, 
but where a very long branch is extended from the main, 
an extra stack can be provided which would permit of a 
circuit vent as shown in Figs. 8 and 9. 

It is also necessary to limit the distance a fixture can 
be placed from the branch waste forming part of the 
circuit vent, or atmospheric pressure could not be assured 
at all times on the trap seal. 

Perhaps 30 in. is about the safe limit for this as is 
illustrated in Fig. 10. 

Because of the necessity of increasing the pipe sizes 
in circuit venting, it is seldom economical where only 
three or four fixtures are in a battery. For instance it 
would require a 3-in. pipe to circuit vent three water 
closets, while a 2-in. line would back vent all three. It 
would require a 3%%-in. pipe to circuit vent four closets, 
and as this is more or less of an odd size the most prac- 
tical thing to use would be a 4-in. line. In back venting 
a 2%-in. pipe would be ample. 

Circuit vents are perfectly satisfactory when used cor- 
rectly, but it is very easy to make errors that will lessen 
if not entirely destroy their usefulness. 


On the Job with Dolan & Olson 


(Continued from Page 22 


that the owner is under continual expense trying to 
keep the lines open. It is easy enough to repair faucets 
or replace them, but the pipes behind the walls are an 
other story. 


THE QUEEN GETS A LIFT 

UST mention gasoline to the Queen of the Bungalow 
J if you want to start a fight. Seems that she was 
all ready to go down town the other day when a friend 
dropped in for a minute or two, found that she was 
bound for town and offered to give her a lift. Fine. 
Into the coupe they piled and headed for town. At the 
first filling station, Mrs. Flivver claimed that the gas 
tank was empty and must be filled. So they drove in, 
asked the price, and ordered 8 gallons. Had the man 
fill the radiator and look at the oil'gauge. Then Mrs. 
Flivver dug down into her bag, brought out all of the 
money that Friend Husband had given her for the week, 
found that she had less than a dollar and needed another 
dollar to pay for the gas. Right then and there, she 
had a happy thought. Turning to the Queen of the 
Bungalow, she exclaimed, ‘“Let’s make it 50-50 and I'll 
take you all of the way down town.” 

So the Queen dug up the necessary dollar, got a ride 
all of the way down town, a matter of about two miles, 
and when I got home that night she was still mad. Mad 
to think that she had been gypped. Mad to think that 
the ride had cost her a dollar, and mad because she had 
always thought well of this woman until this time. 

Well, that means one less name on our Christmas list. 


SOME SELLING IDEAS, GOOD AND BAD 


E FITTED up a couple of display boards for our 
showroom and they have sure brought some busi- 


(Continued on Page 54) 
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Which Make the Commonwealth- 
Lavigne a Better Valve to use 


HE new knobby-grip handle and the 

forged brass tail nut are two individual 
features of Commonwealth-Lavigne Radiator 
Valves which recommend this line to every 
careful buyer. 


The new handle design gives a graceful appear 
ance to the valve and makes easy heat regula 
tion possible without burning or soiling the 
fingers—a point which has an instant appeal to 
the user. 


The advantages of the forged brass tail nut 
are readily appreciated by every steamfitter. 
This tail nut is twice as strong as the ordinary 
casting and eliminates installation delays 
caused by cracked or broken tail nuts. 


Commonwealth-Lavigne Radiator Valves on 
every installation means satisfaction to all 
concerned. 


Your Jobber Can Supply You 


COMMONWEALTH BRASS CORPORATION 
DETROIT, MICHIGAN 


\ \ li % 
COMMONWEALTH |} 
W BNI 


RADIATOR VALVES 
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‘4 4 dS sn , " 
| JACK SHIRLEY | aL HARDING JACK WARD | ARNOLD STAHL ; 
SALES AND ADV, MGR. 
66 ‘ @’ 
Why the Maps? 


Just Because I’m Down- 
right Proud of Them 
—That’s Why”’ 


These boys started out in Boston January 3. 
Since then they have called on Plumbers 
in practically every large city, (and many 
of the small ones) from Coast to Coast. 

































Sold over 250 Tons of Blue Seal Drain Pipe Solvent 
packed in One and Two Pound Cans. Sold Eight 


out of every Ten Merchant Plumbers called upon. 


Now Read the Story on the Opposite Page 


Blue % Seal 


PREVENTS & CLEARS OBSTRUCTED DRAINS 
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(A Frank Admission by S. G. Wetzler, Pres. Blue Seal Chemical Co.) 





‘CAn Honest Confession 
Should be Good for the Sales” 


i been selling you fellows a whale of a lot of Blue Seal Drain Pipe 
Solvent for many years. Yet, I’m frank to admit, there were many 
features in connection with its use that did not meet with your ap- 
proval. It was, however, the best that chemical science could produce. 


Early in 1924, I decided to perfect the Blue 
Seal Pipe Solvent or bust. My chemists were 
instructed to spare neither expense or labor in 
producing a solvent which—once and for all— 
not only would satisfy you boys, but produce 


profitably merchandise to your trade. After nine 
months of intensive research, experimentation 
and testing on solidly clogged drains and sewers, 
and with the assistance of one of the leading 
Professors of Chemistry in the United States 


a solvent which you fellows eould safely and they perfected a Drain Pipe Solvent which— 
Can be sprinkled directly into the pipes without even removing the strainer. 
Will not crystallize, no matter how long it remains in the pipe. 
Will open solidly clogged drains or sewers regardless of how far the 
f obstruction lies from the opening. 
Will remove lime, lye and uric acid from the walls of the pipes. 
Cannot injure enamelware or metal. 


My Troubles Had Just Begun 


My chemists gave me what I had demanded. Nowto get it before you fellows in the shortest space 
of time. At first, | wanted to spread Blue Seal advertising all over the lot. I put it up to Jack 
Shirley, who has had a raft of experience in sales promotion work among you fellows. Jack soon 
“crabbed” my “advertising bug.” Told me all you fellows were “from Missouri” when it came to 
Drain Pipe Solvent. Said there was only one way to sell you fellows and that was to go out and 
show you just how Blue Seal acted when sprinkled into a Drain or Sewer. What he has done in 
less than six months is plainly and honestly told on the opposite page. Now decide for yourself if 
this New Discovery deserves your stocking Blue Seal—then send your jobber an order. 






@ @ 


Blue Seal Chemical Co., 


SOLD THRU THE PLUMBING TRADE EXCLUSIVELY 


a 


Roselle, N. J. 








advertisers 
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ness Made them just like the old sandwich boards used 
for years in front of stor of various kinds, but cov 
ered them with black velvet On one we placed an 
assortment of six double sink faucet combinations; on 
the other, two white closet seat 

People passing the store and people coming in look 
them both over carefully We have sold a number of the 
combination faucets and ral of the seats since trying 
this stunt All of which ist gor to prove that people 
must be hown Seeing creat desire and that means 
ils 

But there another way of elling One of the big 
store wdvertised kitchen chairs at One Dollar each on 
ale from 9 to 10 a. m. of a certain day The Queen of 
the Bunaglow wanted a couple of chairs and was there 
at 9 a. m., OF to be told that every chair had been 
sold, but they would be pleased to enter her order and 
make delivery the day following at the regular price of 
two dollars each It gore without saying that she Was 
mad and she did not buy, but she did exactly what I 
had suggested doing 

She came down to one of the smaller stores, run by a 
chap that we know Ordered the chairs, then bought a 
complete bed, and a mall dresser and when she left 
the furniture store the owner of that store phoned me 
that he wanted a new hot water tank, a gas water heater, 
a floor drain and a laundry tray 

An old pal came in and sold us a can of motor oil 
and then ordered a gas water heater Me and the Queen 
aw some rugs that appealed to us We went in to look 
them over Bought a couple, got acquainted with the 
rug maker, and sold him a new kitchen sink for his 
home It's all right to “Ask ’Em to Buy,” but it helps 











answer the demand for 
eficiency, economy and 
durability. 

They are light, strong and 
heat quickly. Made of 
steel throughout. 


Vertical motion of water 
affords active, constant cir- 
culation. 


Coal magazine is a great 
fuel saver. Keeps even fire 
from ten to twelve hours 
without attention. 


It will pay you to investi- 
gate. Write for catalog 
+ ip the Wilks Line 


Water Heaters, Garbage 

Burners, Garage Heaters 

and Steel Tanks for 
every purpose 


Made in all wanted sizes 


S. WILKS MFG. CO. 
3517 Shields Avenue, Chicago, III. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President See. and Treas. 
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to do a little buying first and in that w 


to rolling 


lot 
ball 


a whole 


the 


W ios 


Fire Department that 
they The other day 
beat it for home the 
lowed all of the usual 
cold and wound it all 
afternoon time 
of the 
Police 


start 


DEPARTMENT 

order for a plumb 
like them to call 
kind of service, and sometim 
feeling rocky. So I 
the afternoon. F 
for breaking 
to bed in the la 
of the night all 
in the world, plus t 
of the house née 
£0 at time 
in this I suggested to the Queen 
that it well to shut the 
shades and then tell those blooming 


CALL 
people 


THE 
put 


FIRE 
HEN in a rush 


we sometimes telling 
for 
[ was sure 
of 
prescriptions 
up 


in 


do 
in middle 
up 
by going 
the 
apparatus 
in front 


Some middle 


Fire Department 


Gun Squad, pulled xt 
Usually I 
but 


Bungalow 


up 


door. am game to anywhere any 


to see a case 


of the 


dows, 


fire, 
would be win 


pull down the 


firemen to do their stuff and beat it without waking up 
everyone in the neighborhood. 

So much for that. The next morning when I was 
cranking the Lizzie, my neighbor popped into the garage 


and asked me to send out a plumber and put in a new 
coil in his heating boiler Seems that the old coil had 
busted, blew the heater door open, a piece of coal had 
touched some wood on the floor, the smoke drifted up- 
stairs, and the Fire Department had another call to their 
credit Six or eight auto trucks, fifteen to twenty men, 
and all of their hose and ladders, etc., just to do what 
one little plumber could have done—and finally had to do 


Ashwell & Twist, 2127 First avenue, Seattle, Wash., 
have secured the plumbing and heating contracts on the 
new factory for S. W. Robb. 
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JTHE QUALITY GOODS 









































Fic. "3, PATENTED 


Grease without Grief 


Double Trapped Water Cooled 
designed to trap and hold 
grease in a simple yet efficient manner. The 
body of the trap is surrounded by cold water 
which congeals the grease before it can escape 
and brings it to the surface where it can be 
easily removed. There's a suitable size for 
every job. 


- Compound Injector & Specialty Co, 


Originators, Designers and Sole Manufacturers of 


DERSSANICAR) 


419-421 D-N. Laramie Ave. Chicago, Illinois, U. S. A. 


‘““AcmE" 
Grease Traps are 


Dehn's 
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N THE Armstrong Pipe Threading and 
Cutting off Machine ‘you have the assur- 
ance of the same high quality enjoyed for 
many years in the complete line of Arm- 
strong hand tools. 


Gearing enclosed in a chip proof chamber—chips cannot come in cons 
tact with gears. 


Made in two types—-portable from 14 to 4 inches; stationary from 
1 to 6 inches. Up to 4 inches same dependable Armstrong dies are 
used as have been used for 
years in Armstrong hand 
stocks. Stationary machinesare 
supplied with 4 double ended 
bits with a different size on 
each end. 


The Armstrong Mfg. Co. 


284 Knowlton Street 
Bridgeport: -: Conn. 
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More Sales 


with 


Hudson 
: Portable 
y Showers 











@ This is the time to sell 
showers. You can sell and 





Iludson Portable Shower No. 200 mmstall two or more addi- 
erie hae tinction hose hart tional showers for every 
ee Guage. enkdek mA SY ose home by pushing Tludson 
santa didkaek deudagies, 4° dion Portable Showers. 

grade rubber tubing, nickel plated screw 


tluminum bulb connection to bath cock and 


dijustable cast) tangs 


@ A big selling item and 
profitable. 


Packed in individual cartons. 


Your jobber has them. 









HUDSON BRASS WORKS 2 
~ BRASS GaDDSs 4 


ser cumarsts 








HUDSON BRASS WORKS, INC. 


16-20 NASSAU ST. 
BROOKLYN, N. Y. 








Mention D 1 tN I when writing advertiser 











Legal Questionnaire 


Wohat eHect has the taking of a trade ¢ 
lien on public work? — This question 


wcoeptance upon the right to a mechanic’s 
is answered in a most careful manner 


By ““The Judge”’ 


EEFECT OF THE TAKING OF A TRADE ACCEPTANCE 
UPON RIGHT TO A MECHANIC'S LIEN ON 
PUBLIC WORK 


Editor ‘“‘Domestic Engineering” We should be inter 


ted to have the “Judge” advise us as to the recourse a 


eller would have in case a Trade Acceptance, which has 


een given in payment of a steel heating boiler, is not 
paid when due. Our customers buy boilers for a specifi 
ob, either public or private work, and we have had ne 
difficulty in collecting when due. 

We have in mind the sale of two large boilers, amount 


ing to $6,500, for a large building owned by a near-by 


city in the State of New Jersey The cost of the boilers 


represents practically one-half of the total contract price 


and the job will be practically finished when the ninety 
day Trade Acceptance becomes due. During this ninety 


day period the contractor will have collected at least 8 


per cent of the cost of the boilers. In case the contractor 


*Kvery effort i made to the end that these answers may 


authoritative Hlowever Wwe cannot a ume any respon 
ibility because of the very nature of the ervice which ji 
rendered without a personal interview editor 


y does not meet the Trade Acceptance when due ould a 


stop notice or lien be tiled? Dave the acceptanee of a not 


or Trade Acceptance prevent the filing of a lien or stop 


notice, as could be done on an open account? An advice 
on this subject would be greatly appreciated 
New Jersey ( | |!’ 
\nswer In 1918S vour legislature passed an act known 
as the Municipal Mechanic's Lien Law (Revision of L9TS) 


) 
in which appear the following provisions 

Sec, 2 At any time before the whole work to be pet 
formed by the contractor for the municipality is either 
completed or accepted by resolution of the municipality 
or Within sixty days thereafter, any claimant may file with 
the chairman or other head officer, or with the secretary 
or clerk of the county, city, town, township, publie board 
or commission or other municipality, with which the eon 
tract for said work was made, a notice of claim, verified 
by oath or aflirmation, which notice hall state the resi 
dence or place of busine of the claimant, the amount 
claimed, from whom due, and if not due, when it will be 


due, and shall state as nearly as may be the amount of the 








There's only one 
CROWN Post Vise 
— It's Patented 


Fits Any Post 


hooks up in thirty seconds. Just 
wrap the chain around the post 
drive down the wedge and it’s 
ready for work. Taken down just 
as readily. Will handle the tough- 
est kind of work and never shift 
out of place. 


Use CROWN DIES in your stocks 


2634 North Keeler Ave. 





Why Try to Get 
Along Without It? 


Your own good common-sense and 
experience tells you the CROWN 
POST VISE is a tool that’s worth 
many times its price to any plumber. 
Then why be without it when its 
moderate cost is so quickly repaid 
by the time it saves on every job. 


Order One 
Today! 


Crown Die & Tool Company 


CHICAGO, ILL. 


CROWN No. 





Box Stock 























A PERFECT JOB 


IS THE RESULT WHEN USING 


The “American” Ground Joint 
Waste Connections with 


Ww -—LEAD RING 


Everyone is interested in this 
new fitting. 





All Jobbers Should Stock Them 





No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 























2 EEE EAE EETEEEEEEERY 
Women especially appreciate 
the Anyforce Head Feature of : 
Speakman Mixometer Showers 

SPEAKMAN COMPANY 
SPEAKMAN SHOWERS 








WZ 
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WATER HEATERS SU 





Sold only through plumbers. 
Send for dealer proposition. 


Gerllot Heater Co. 


11 Wesson Avenue 


SDE TROIT, MICH 

















Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


aon Scovill Mfg 
Sturgis 














all 


whom 


offsets 


whom 


demand after deducting just credits and 


name of person by employed, to 
shall 
the 


generally the 


or 


materials were furnished, and state whether 


with 
shall state 


the 


contractor municipality or a 


nature of 


which contract relates, and give 


name of the contractor with the municipality and 


city, town, township, public board or commis 


vr other municipality with which the contract was m: 


id shall allege that the labor was performed or mater 


i hed to the said contractor 


ic] 


execution 


irni or subcontr: ictor, spec 


and that they were actually 


the 


variance 


performed or u 


or completion of said 


but 


contract 


id municipality to the nan 
the 
or lien 
shall be bir 


therein referred t 


no 


ubcontractor 


ontractor or or pame of mut 


pality shall 
Sec. 4 N 


the funds 


iffect the validity of said claim 


provided for in this act 


of 


» lien 
the municipality 
the 


filing 


untle an action to enforce lien claim be brous 


ithin sixty days from the thereof, but if any 


acti 
ght by 
pre 


clai 


be brou any claimant the lien of any other claimant 


erved and enforced by filing an 
the 


such time 


answer sett 


said within time 
the 


court 


m in suit provided for 


practice of court, or as be allowed 


may 


the in said suit 
of the 
terialmen 


the 


* section statute 
hall 


contractor 


that liens of 


priority 


labor 
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provide 
ind 


by 


ma have over an 


ment general subcontractor 


third 


or to any 
such 
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even though 
the of 
has not been paid to the as 
the that 
municipality 
that 


person, an assignment has been 


made prior to filing lien notice, provided that 


at the 
may be served 
the 
affidavit 


the 
ot 
by 
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money ignee time 


the 


the 


notice 
of 
an 


filing of lien notice; 


the notice of 
that 


of 


contractor 
files 
within 

the 


upon 
the 
unfounded 

the 


and unless contractor 


the claim is and untrue, five days 


uch notice municipality may pay claim. 


The 


notice 


lien 
of 
you must 
decided 
facts were that a 


taking of a note does not prevent your filing a 


and perfecting your lien, provided the due date 


the date 
rights. 
state the 


the note is not a date bevond when 


iction tq start your lien In a case 


many vears ago in your mate 


took builder for work done for ths 


the 


account and one of 


rialman notes from a 


builder whe had a contract with owner. These note 


running the notes 
after the 
the running 
effect 


vere in of a 
did 


dien 


payment 
fall 


notice 


not due until statutory period for filing 


a for 
held 
ill 
maturity 
deci 
suspend the 
de 


ot 
the 


any 


that 


account had expired 


Court of giving such a note was 


to suspend right of action upon the account, 


the 


ion that 


pro tanto 


until the of note It would therefore appear 


did 
lien 


from thi note nothing 


the 
there 


the taking of a 


except right of under statute 


and did 


filing 


action 

not 
the 
be 


properly 


troy it, provided, of is time 


after the 


course, 


lien notice note became due 


It may that this 


until after 


file 
Trade 


1 
on 


you could not 
date of the 
statute gives 


under decision, 
due 


the 


lien notice the 
wording of 
file a 


lien 


\eceptance, but the 
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to believe that even if 


the 


notice, 
filed, 
stating “if 


you may lien 
th. 
file a 


due."" I do 


payment 


is not due when notice for statute 


is 


you may notice, due, wher 
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and 


not 


not any decided ¢ under 
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thie statute therefore sav det 
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of 


quoted cannot 
the 


statute 


apove, 
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the 
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the 


the 


case or me 


whether would change rule law 


case from which I have 


quoted 


Now the Tra 


would he 


come question whether taking a 
in the 
Trade 


the 


your 


\eceptance puts you same position you 


if vou took a note Acceptances are of 


this 


opinions I 


( omp 


tively recent use and cases on subject are \ 


few From the cases and have read it wo 1 
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Recent Additiorlo 
1 Fstablished Line 


Of’ 
Dlumbing 
pecialties 




























You are naturally interested in additional dependable 
sources of supply for standard products, and will be 
glad to know that we have added Cast Iron Pipe Plugs, 
ranging from 14 in. to 6 in. in size, to our line of 
plumbing specialties. Unexcelled facilities for manu- 
facture, together with repeated and severe inspection 
by us prior to shipment, insure receipt by you of 
clean-cut finished plugs--the kind you can recom- 
mend to your best trade. 


You will find it profitable to make our Dependable 
Line your standard line. 


»ICHMOND 


FOUNDRY & MANUFACTURING CO. 


INCORPORATED 


RICHMOND, VIRGINIA 


A Dependable Source of Supply 
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Sewers that will never have to be dug up 
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The PRESS 
TITE gasket 

nserted with 
pipe on top of 
trench 





f . fj 
| \ 
| 

= } =) 
Good joints are now a reality. Joints 


that are water-tight, acid-proof and _ per- 
manent that will not foul up with roots. 


y 


NEW © 


When you join pipe with ‘‘Presstite’’ you 
put in a sewer which will never have to be 
dug up for cleaning or repairs due to faulty 
jointing. A sewer which will not cause the 
owner the trouble, expense and inconven- 





Ready to place j« 
levice over pipe 


nting 


With ‘“‘Presstite’’ you don’t have to assemble and 
deliver a lot of materials and equipment to every 
job. There’s nothing to handle in bulk. The day the 
work is to start you simply deliver a box or two of 
the ‘‘Presstite’’ gaskets and the special jointing 
device. The joints can even be made in a wet trench 





“Presstite’’ is a pliable, asphalt gasket in a fabric 
casing through which the asphalt nas been forced 
until it forms an adhesive surface ccat. The gasket 
tapers toward outer edge of bell. The tapering shape 
automatically centers the spigot into bell of pipe 
previously laid. The gaskets are inserted with pipe 
on top of trench. The joints are then pressed home, 


ready 
home 


Device in place 
to press 


point 


THE PRESSTITE 
4327 DUNCAN AVENUE 





Step on the lever, force 
down slowly, and joint 
1s made 







A Pre-formed, Plastic Asphalt Joint. 








@ 
“* 





Oa 
4 t PRESSTITE gaskets are 
; ' 
Fa made in proper lengths and 
thicknesses to fit the ann 
lar space in bell of pipe 
manufactured according t 
the A. ST. M. standard 
Other sizes to specifica 
tions. They are shipped 
flat, packed to protect the 
original shape. Do not cde 
teriorate in storage. Car 
not be damaged by water 
and, as the material is not 
handled in bulk, there 
no waste through careless 
handling 


Pipe being jointed with 
PRESSTITE under 
adverse conditions 
Wet trench 





L 


PIPE JOINT 


ience of having toilets, wash basins, sinks, 
bath tubs and the entire plumbing system 
out of use for days while the sewer is dug 
up and repaired. 


‘“‘Presstite’”’ is a good-will builder, a busi 
ness builder, for the plumber. You furnish 
No. 1 plumbing fixtures. Now you can fur 
nish No. 1 joints, and without extra cost. 


Self-centering 


in the trench, with the special jointing device, exert 
ing tremendous, gradual, horizontal pressure (2000 
to 2500 pounds). You just step on the lever, force it 
down gradually, and the joint is made. A joint that 
is stronger than the pipe itself, yet with enough 
‘give’ to allow pipe to conform to final grade 
of trench, after settling. Will not crack or freeze 
Free from seepage, infiltration, sedimentation and 
stoppage 


Learn what this new joint will be worth to you 
in your work. Write for details and catalog. Ou: 
Engineering and Sales Departments will gladly help 
you to solve any difficult sewer line problems. 


ENGINEERING COMPANY 


ST. LOUIS, MISSOURI 





PATENTS 


PENDING 








lune 20, 1925 DOMESTIC 

seem that Trade Acceptances are not notes, and are merely 
ills of exchange. It would therefore seem that the taking 
ff a Trade Acceptance would not place you in the same 
but I 


by 


must 
the 


position as the taking of a note, technically; 
add that this not having 
courts, my view is only an opinion and lacks the authority 


subject been decided 


if the backing of a court decision. 


Although I am of the opinion that the courts would 
probably say that the taking of a Trade Acceptance would 
not bar you from acting on your rights to a lien in the 
case of municipal buildings, and the statute from which 


| have quoted, I cannot give it as a definite opinion, be- 


ause of the fact that I do not find any court decisions 
on this particular subject, If the court should rule that 
the Trade Acceptance is in the same class as a promissory 
note, that would change my opinion to the extent that 
probably, unless the statute's wording to which I have 
referred—-and if not due, when it will be due—changes 


the usual rule, your taking of a note would suspend your 

lien rights until after the maturity date of the note. 
The apply lien private 

property, in cases where notes are taken. The security of 


same general principles to on 
the lien is not lost necessarily, but is simply suspended. 
It is lost in reality, of course, if the due date of the note 
is later than the date when you must file your lien notice 
that, 


under the Municipal Mechanic's Lien Law 


My suggestion is as you have a right to a lien 


above referred 


to and as the city is pfobably a good financial risk, you 
rely upon the lien right and refrain from taking a Trade 
that 


If you rely 


Acceptance, if your financial arrangements are such 


you do not need to use the Trade Acceptance. 
upon your lien rights and do not take a Trade Acceptance, 
you can file your lien notice as soon as you have delivered 


the boilers, which will have the effect of compelling the 
city to hold up payment to the contractor, and if the 
contractor does not dispute your bill, and is friendly to 
you, the city can give him notice of the claim, and pay 
you (at least 85 per cent perhaps) after the five day 
period mentioned in the statute. 

In any event, it would seem that the amount involved 


is sufficiently large to warrant your seeking the advice of 
an attorney, who will have access to all very recent laws 
It sometimes happens that statutes are enacted 
which 
Such 


and cases. 


by legislatures and cases decided by the courts do 


not receive general publicity for several months 
statutes or cases may be of vital importance to your rights. 
I should most certainly seek the advice of a local attorney 


if I were you, 


SPRINGFIELD ASSOCIATION ELECTS NEW MEMBERS 

At the last regular Springfield, Mo., 
Association of Master Rosen- 
baum were secured as general secretary of the association. 


of the 
Plumbers the services of J. 


meeting 


The association has recently taken in seven new members 
as a result of its membership campaign, and has taken new 
9). O. F. building, now under construction. 


Obituary 


oftices in the TI. 


Fred J. Goodill 
Fred J. Goodill, a master plumber of Erie, Pa., died 
recently at his home in that city in his 35th year. 


George H. Glass 
H. Glass, for many years superintendent of the 
team fitting plant of the William H. Gallivan Co., 
Viass., died recently in his home in that city in his seventy- 
and one daughter survive him. 


George 
3oston, 


fifth year. His widow 


ENGIN] 
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KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 

New York Chicago San Francisco 
Salt Lake City Seattle Philadelphia 
ansas City Los Angeles 












Boston 


El Paso 



















Feature the Classic 


When 


you can get your 
hands on an item as 
saleable as the Classic 


it's no mistake to keep it 
the public all the 
We lots 


fine display material 


before 


time have of 


to 





help you stage a good 


show. The results will 


surprise you 


CHICAGO 
FAUCETS 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave 
Chicago, Ill 




















Thoroughly dependable 
because one hundred 
per cent right 


Sold by recognized 
jobbers from coast 
to coast 


Wood Tanks 
and Seats 


Van Arnam MFfs. Co. Fort Wayne, Ind. © 





ee 


Backed by thirty- 
seven years of 
manufacturing 
experience 


The Ohio Brass Co. 


Mansfield, Ohio 


ALY 
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Your customers aren't interested in 
the kind of fittin’s you use on the 
job; they are specifically interested 
in getting jobs that represent 100°% 
value and satisfaction for the money 
they pay you. 





But a plumbing job is no better 
than the arteries of pipe 
and fittin’s that are a vital 


THE 





SQUARE 
Malleable Iron 


GRABLER MANUFACTURING 
Cleveland, Ohio 


ENGINEERING 





Buy “perfect-job” insurance 


part of it. That’s why hundreds of 
master plumbers and steamfitters 
depend on Square “Gee” fittin’s. 
They consider Square “Gees” as a 
reliable safeguard that insures per- 
fect jobs and satisfied customers. 


You can buy fittin’-insurance by 
saying Square “Gees” to your 
jobber’s salesman. 


COMPANY 


ing advertisers. 


TL EF 
PipeF IT TINGS 
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Summer Meeting of National Association of the business of the Mark-Lally Co. will be operated on the 
same basis as heretofore the rganization remaining 
Brass Manufacturers intact 


The adoption of a color scheme in wrapping HOT and 
COLD water faucets, the former to be wrapped in red CAHILL-SWIFT MEG. CO. CHANGES NAMI 
paper and the latter in yellow or light gray paper, was 


, ‘ =e : The Cahill-Swift Manufacturing Co., St. Loui Mo., has 
one of the more important decisions of the members of iti 
Te i changed its name to the Cahill Manufacturing Co. The 
the National Association of Brass Manufacturers, who ; : 
change took effect June 1 There is to be no change in 


met at the Edgewater Beach Hotel, Chicago, June 9, 10 : 
0 a ; business, officers, directors or personnel 
and 11 The advantage of such methods of packing lies 
in the saving of the manufacturer’s, the jobber’s and the , ' 
: 6 ; : REPUBLIC BOTLER & RADIATOR CO. MOVES 
contractor’s time, as they can tell at a glance, when 


removing the cover of the carton, which faucet is HOT The Republic Boiler & Radiator Co. has recently moved 
and which is COLD its main office from 1220 New York avenue, N. W., Wash 
Another commendable move was that of preparing a ington, D. C., to Woodberry, Baltimore, Md. In addition 


treatise in booklet form, to be supplied to the trade for to its Brooklyn, N. Y., office and warehouse at 110-162 
distribution to housewives, in which the right and wrong Imlay street, the concern has a branch at 1214 New York 
way of caring for plumbing goods will be presented. It  avenne, N. W., Washington, D.C 

will be pointed out that soap and hot water, or possibly 

kerosene or gasoline, should be used in caring for nickel WESTERN NIPPLE MEG. CO. ORGANIZED 


work, with instructions to avoid all materials having of : , 
; ; The Western Nipple Manufacturing Co. has been organ 
emery, pumice or gritty substances In short, the same ; : : 
. a i : : ized in San Francisco, and is now equipping a plant at 24 
treatment should be given nickel work as is given silver ¥ : ; 
: : Dore street in that city with improved and up-to-date 
ware for the table. As for china handles, tubs and ; ; : : 
- : ; : machinery for the exclusive manufacture of nipples for the 
lavatories, the same care should be given as is given the fa 743 
. . plumbing, heating, and general trade Che officers of the 
china ware of the home. ; ; 
‘ f - il nb 3 company are as follows: President, W. KE. Ringwood: vice 
A resolution re-affirming the freight allowance of 200 ; ae 
president and secretary, G. Van Wagenen:; and treasurer 


pounds to the jobber was favorably acted on. The report 
H. J. Robinson 


of the credit department showed splendid results, and 
Commissioner Wm. M. Webster’s report indicated that 


the financial condition of the association was on a sound Manufacturers Representatives Association 
hasis. . 
Reports secured from members in various sections of Formed 
the country as to general business conditions and future A step in the progressivg pirit of the plumbing in 
outlook were of a favorable nature dustry was taken recently in Los Angeles, Calif.. when a 
Among the guests that were present, the attendance great number of manufacturers’ representative f South 
heing better than is usual at a summr meeting, were: ern California organized the Manufacturers’ Representa 


J. L. Mott Iron Works, Milwaukee Flush Valve Co., Street tives Association. The purpose of the organization is to 
& Kent Mfg. Co., Union Brass & Metal Co., Capitol Brass adopt an ethical sales policy for the distribution of plumb 


Works, Baltimore Valve Corp., and Roberts Brass Mfg. Co. ing supplies through the jobber It is also the intention 

The Baltimore Valve Corporation, represented by its of the association to establish a bureau through which 
vice-president, Julian H. Marshall, and the Roberts Brass manufacturers can obtain authentic information pertain 
Mfg. Co., represented by Earl William Roberts, were ing to market conditions, et: At a recent meeting the 
elected to membership following officers were elected: E. F. Alt, president: O. J 

The next meeting will be held in Cleveland, O., Sep suckley, vice-president; Cha Degarmo, secretary: E. I, 
tember 9 and 16, at which Chairman Ottke of the Cat Keithley, treasurer. The temporary. office of the new 
alogue Committee will present a complete outline of the association are located at Room 333, Produes suilding 


catalogue with illustrations, on which he has been making Los Angeles, Calif 
good progress. 
NEW FACTORIES AND ADDITIONS 


BUYS MAJORITY STOCK OF MARK-LALLY CO, The H. B. Sherman Mfg. Co., of Battle Creek, Mich.. j 
The Walworth Manufacturing Co., of Boston, Mass., has having plans prepared for a bra foundry and finishing 
just purchased the majority stock of the plumbing and building, 114x196 ft., and the present plant is to be re 


heating supply house of Mark-Lally Co., including its modeled for offices 
headquarters at San Francisco and its branches at Oak- The National Radiator Co., of Johnstown, Pa., has let 
land, Sacramento, Los Angeles, Fresno and San Jose, all the contract for the construction of a $50,000 warehouse 


in California. The transfer will take place July 1, and and office building, 60x181 ft., in Cincinnati, Ohio 
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Sales Conference. 





HIRST SALES CONFERENCE OF WILLIAMS TOOL Special guests H R Redington, of the National 
CORPORATION Tube Co Pittsburgh, Pa., and John S. Norton, Bing 
Or Jur { nd 4 the William Tool ¢ orporation hamton, N 4 
of Erie, Pa held its first annual sales conference, at 
ne emi-automatic power pipe cutting and THOMAS MADDOCK’S SONS CO. COMPLETES FIRS'1 
t lis hir ind a new high speed bolt threading UNIT OF NEW PLANT 
mi ne ere demonstrated Mechanical feature were Thomas Maddock, the first manufacturer of sanitary 
one over thoroug! and selling features developed ware in this country, came to America in 1847 fron 
lest vere entertained at a semi-private club England, and in 1873 formed a partnership with Milling 
‘ fternoons of the first two da were devoted to ton & Astbury who operated a general pottery in Trenton 
olf and other sport On Friday a boat trip to Port N. J The firm was then known as Millington, Astbury 
Love Canad va rranged & Maddock In 1874 Millington withdrew from. the 
Representative the Willian Pool Corporation in company, and in 1878 Astbury died, leaving Maddock the 
attendane ver ‘ follow Officer of the company ole owner In 1882 his sons went into business with 
Hora W. Da pre lent nd chairman of the Board him and Thomas Maddock & Sons was formed, and an 
of Director ! en KH. Anderson and F. DD. Glover adjoining pottery was built in 1886 to take care of in 
Leslics Hall, vice-president and general creasing business In 1902 the business was incor 
nage! Jame BK. Humble ecretary and treasurer porated under the present name of the Thomas Maddock’ 
ls representative of the company who attended Sons Company In 1906 an adjoining pottery owned by 
! Woh J}. Eberlein, Chicage J. Edwin Newsome John Moses was purchased and added to the Maddock 
Pittsburgh; R. W. Esmond, Albany: [D). Maxwell, Detroit plant In 1907 a portion of the Moses plant was demol 
thur Creelir vewark ik I.. Burnside, New York ished and a four-story building with five kilns was erected 
( MI. Lewi Again in 1919 another portion of the Moses plant was 
Vannin I 1 & Moore New York vere repre torn down and another four-story building and five kiln 
ented by the folle ! Jo Wainwright, Norman All were erected In the latter part of 1923 Thomas Mad 
! t I Hart \ Cro Charl H dock Sons Co. decided to enlarge again, but found it 
W. Grar Nichol, J. Ro Husse Frederick inadvisable to add to its plant, because it was practically 
H. Beyer ’ H. Brotherhood, Jr EK. H in the heart of Trenton and hemmed in on all sides A 
( rles O. Watsor ite for a new plant with equipment for continuous pro 
Other compat I ng representatives at the confer duction was therefore selected just east of Trenton on 
n ‘ ( M Litte nn, of the EK. A. Kinsey Co the main line of the Pennsylvania Railroad from New 
Cincinnat ( t. Gre of J r. Ryerson & Son, Ine., York to Philadelphia The plot of ground secured con 
Chicago; W. ¢ losher, of Ch \. Strelinger Co., De sisted of 125 acres, allowing adequate room for immediate 
hil Hoy ! patent attorney, Binghamton and future building Karly in 1924 work was started 
} Lee KF ionnelley, of The a“ EK. Donnelley Co on the foundation and on April 1, 1925, the first complete 
Cleveland unit of the plant went into operation This unit is 1,742 





The first unit of the new plant of the Thomas Maddock’s Sons Co., Trenton, N. J. 
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- HEGGIE-SIMPLEX 


|] FORMERLY SIMPLEX J 
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y Board of Trade Building, Kansas City, Mo. 
Ny Heated by two Heggie-Simplex Boilers. 
Ny Architect: McKecknie & Trask. 

u] Heating Contractor: The Pratt Thompson Co. 
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INSTALLATION TIME po COST 
FUEL—and FIRING LABOR 
BOILER SPACE and INSURANCE 


’ 


In the heating field, “Heggie-Simplex” is the outstanding 
example of what modern scientific knowledge and standard 
practice can accomplish. It reduces the heating problem to 
its simplest terms—assures more economical and reliable heat 
for buildings of all classes. In it are combined all that is most 
modern and approved in boiler design—thorough combustion, 
large direct heating surface, free circulation of water, triple gas 
travel, easy installation and maintenance, long life. 


WRITE for detailed information and the experience of Heggie-Simplex users 


HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois 





Representatives in Representatives in 






Akron Casper Dayton 3 Hous ane yn Nashville Raleigh 
Albuquerque Charlotte Denver ELECTRIC -WELDED Jolie New Orleans Rochester 
Amarillo Chattanooga Detroit , Citv. Mo. New York San Antonio 
Atlanta Chicago Duluth GGIE-SIMPLEX Little Rock Okla. City Shreveport 
Baltimore Cincinnati Elmira Lubbock Omaha Spartanburg 
Birmingham Cleveland El Paso STEFL BOILERS Memphis Philadelphia St. Louis 
Buffalo Dallas Harrisburg Minneapolis Pittsburgh Tampa: Toledo 


Just look up “Heggie-Simplex Boiler Co.” in the phone book in any of the above cities for representative’s sumber and address 


. ; 
Mention Domestic ENGINceERING when writing advertise 
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The Water Problem 


of the Home is easily 


Solved with a MONARCH 


There is either an Electric Pumping Outfit or a Naolite 
Water Softener of ample capacity in the MONARCH line 


|e NM 





Monarch Water Systems 


Include both electric and power driven, shallow and deep 
well Pumping Outfits for City, Suburban and Farm Homes. 


Monarch 
Special Features 





1. Repulsion - In- 
duction motors 

2. Two-pole switch 
with safety cir- 
cuit breaker. 

3. Sleeve guarded 
piston rod. 

4. Spool type piston 
with leather ex- 





panders. 

5. Improved style 
stuffing box. 

6. Adjustable Air 
Valve. 


Made in many sizes. 
A complete Water 
System as low as 


$107.00 


Monarch Naolite Water Softener 


for City Homes with hard water supply or wherever soft 
water is required. Softens hard water instantly without 
the use of chemicals and produces clean, clear water. 


Monarch = 


Special Features 





RAINER 


1. “Armco” Iron rust-resist 


ing Tank. 
2. Sing! Unit Control 
Valve 


3. Pressure regulator 
4. External Salt Pot 


». Strainer in inlet line ,and 


at salt pot 





6 Copper ring gaskets 


Made in six sizes 





A complete Water Softener 


as low as 


$100.00 


Send for Catalog 


and Prices 


Ohne MONARCH 








ENGINEERING CO, 
DAYTON,OHIO,U.S.A 
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ft 


separate 


long and covers an area of 335,000 sq In additior 
the building 
for the gas producer plant and the power house and boiler 
The 
struction, so that the route of the product in manufactur: 
been given to 
with ex 


ft 


to main pottery plant there are 


room main building is of one- and two-story con 


continuous, and much thought has al 


The of brick 
large windows and skylights, and all inside wall 


details buildings are and steel 
tremely 
this combination making for the utmost 
ventilation A floor 


ane 


are painted white, 
concrete 
of 
other working materials, maintaining a thoroughly clean 


light and 


to 


in cleanliness, 


makes it possible prevent accumulations clay 


workshop 


fireproot 


KICHMAN MEG. CO. EXTENDS PLANT 


The J. C. Eichman Mfg. Co., of Baltimore, Md., is en 
larging its manufacturing and storage facilities con 
siderably by an addition to its plant at Bush and Wico 


The new structure will consist 
and is to contain 14,000 sq. ft. of floor 


mico streets in that city. 


of a single story, 
Space 


OAKLAND P. & H. SALESMEN HOLD MEETING 

The Oakland, Calif., Association of Plumbing and 
Heating Salesmen held a luncheon meeting at the Peer 
less Cafe in that city on Thursday, June 11. After the 
business meeting a report of the baseball game with 
the Master Plumbers’ Association was given, and it was 
voted to have another game in the near future. 


HOTSTREAM HEATER CO.’S SALES CONVENTION 


The Hotstream Heater Company, of Cleveland, Ohio 
recently held its first sales convention and it met with 
such success that it is to be made an annual affair It 
was a two-day convention, and the business meetings 
were punctuated by a ball game, golf meet, and several 
entertainments. W. H. Cunningham, of Toronto, Ont 


at the Oakwood 
G. Kelly, of New 
Everyone expressed satisfaction with the results 
all to the 
photograph of the 


of the golf tournament 


was given a close run by J. 


was the winner 
Club, but 
York City 
the forward 


all 


convention, and 


The 


of are looking 


next accompanying includes 














Heater Co., Cleve- 
Andersen, Chi 
P. Brompton, 
manager; L. i 
Philadelphia.—Bottom 
John G. Kelly, New 
H. ©. Berne, vice 
Mich. 


sales conference of the Hotstream 
to right: Osear C. 
superintendent; 
G. Gebhart, 
Lipschutz, 
York City; 
Mendelson, president; 
and E, Detroit, 


At 
land, Ohio.—Top row, left 
HW. 
Syracuse, N. Y¥.3 
Burdakin, 


cago; ©, Morrow, George 


George sales 
Chas. 


New 


Boston; 
George Smith, 
City; L. R. 
president, 


row: 
York 
Sanger, 
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If They Should 
Ask You--- 


If they only knew how to have plenty of hot water all the 
time at low cost, and at the same time heat their kitchens 
in winter, hundreds of people in every community would 
dispose of their coal ranges. In their place they would like 
to have gas ranges or oil stoves for cooking. 














But since in many cases the heating system isn’t large 
enough to take care of the kitchen, they imagine it would 
be necessary to buy a new heater after removing the coal 
range. Also, some people think the only way to heat wa- 
ter at low cost is with the coal range. They know gas is 
expensive. 





If these people should ask you how to solve their problem, 
what would you tell them? Would it occur to you to sug 
gest a radiator in the kitchen and a tank heater in the 
cellar? This tank heater would heat plenty of hot water 
and also the radiator in the winter; while in summer, the 
radiator could be cut off by means of a valve, and the tank 
heater continued for the hot water supply. 





Dealers all over the country have solved this problem by 
telling their customers about 





This illustration is shown in the booklets which we send you 
to help you sell Novelty Tank Heaters to your customers 
and prospects 


Has crown sheet of the 
same type as found in 
round boilers. Hot 
gases come in direct 
contact with the bot 
tom of the crown sheet 
and then pass over the 
top of the water section 
into the flue. Thus they 
pass twice against this 
water-section, a feature 
found only in Novelty 
Tank Heaters 





Why wait for customers to ask you how it can be done? 
Lurking in the minds of all users of coal ranges is the de- 
sire to do away with these ranges, which so overheat the 
kitchen in warm weather. 


Many Novelty dealers take advantage of this desire by 
sending to prospects booklets and blotters which explain 
how it can be done. We furnish these booklets and blotters 
imprinted with the dealer’s name and address. 


Burns soft coal, pea 
coal, and No. 1 buck- 
wheat. 


$23.00 


to the Trade 

f. o. b. Phila. 
New York 
Chicago 


We can help you increase your profits, by furnishing you 
with a quantity of these booklets and blotters imprinted 
with your name and address. 





This is tank heater season. Users of coal ranges in your 
community want to get rid of them. Start now to get 
these jobs — there is good profit in them. Write today 
for booklets and blotters on Novelty Coal Tank Heaters. 


Address Department D 6 at the nearest office. No, 110-A Novelty Coal Tank Heater 
125 Gallon Capacity 





Abram Cox Stove Company 


ESTABLISHED 1877 


PHILADELPHIA NEW YORK CHICAGO 


American & Dauphin Sts. 113 E. 34th St. 736 W. Monroe St. 











Mention Domestic ENGINEERING when writing advertisers 
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Standard Equi t 
on all ~~ ret 


















Abendroth Keysco 
Abco Keystone 
-~ Ames Kewanee 
e Birchheld L-O 
Burnham Novelty Vo 
;Z Bernhard National 
Coil Oil City 
= Coatesville Pierce-Pebco 
Economy Richardson 
Fitzgibbons Ross 
f y hon Ontario Star 
foam pe Floral City Thatcher 
Regu ‘ 1 Freed West Coast 


Heguie-Simplex 





Bought ds Trimmings ~ 


Yet they add a mighty important 
part to each boiler’s performance 


[he 26 leading manufacturers who have standardized on 
equipping their boilers with Sylphon Damper Regulators 

cl safe about the minimum consumption of coal, becaus« 
Syphon Damper Regulators use (and no others can) the 
famous One-piece flexible caml olderles Sylphon 
bellows as their diaphragm. This bellows, sensitive to the 
li thre { variation in steam pressure or watcr temperature 
powertul and free in it movement guarantees an ever 
lastingly accurate opening and closing of damper drafts 
This unfailing action insures the feeding of the maximum 
of air to burn the minimum of coal, obviates over or under 
heating, and prevents the necessity of running up and 
down stairs to adjust draft 


Made in standard iron pipe sizes 
May be specified and used oa any make of boiler 


isk for Bulletin KDR-5 


— —< 


This can be done handreds of thousands 
of times = 











THE FULTON COMPANY 


KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


les O n New York, Crtcaco, Derroit, Boston, PHILA 
pELeiia, and all the principal cities in US 
iropean representat Crospy Vatve & ENoineerinc Co., Ltd 
| ev Street. London, WL. [england 
fran repr ntat DARLING BROTHER Ltd 
street mtreal, (Canada 





Mention Domestic ENGINEERING When writing advertisers, 











ine 20, 1925 DOMESTIC 

of Wm. P 
Portland, Ore.; 
of 


saltimore, 


company’s representatives with the exception 
Killits, of 
Hamburger, 
Criddle of 
Toronto, Ont 


orn, of San Francisco; George 
ybert Yettick, 
Colo.: Mr 
nd W. H 


ippened to be 


of Seattle; Denver, 
Md 


men 


George 
Mr 

of 
when the photograph 


Lawrence and 


Cunningham as these 


absent 
at the 


Was taken, 


though present convention 


FIRE RAZES BRIDGEMAN COOLS PROPERTIES 


origin destroyed a considerable 
property of the 
at Thirtieth and 


delIphia, on Monday evening, June Ist 


Fire of unknown 
of the 
Bridgeman Co., 


por 
tion house 


Phila 
besides taking its toll 


plumbing supply ol 


Chestnut streets, 


from the entire block in which the various departments of 
The fire, 


in the pipe shop, was discovered by two of the company’s 


the Bridgeman plant were located which started 
employes at about 6:30 p.m 
but the had 
surrounding was 


An alarm was promptly turned 
lames foothold the 
block The building, 


houses the company's offices and 


in, gained a and 


entire 


soon ablaze main 


which showrooms, was 


undamaged. The supply house estimates its loss at $200, 


000, but the loss was covered by insurance. 
KOHLER CO. ARRANGES MUSICAL TREAT 
The 
a musical 


Kohler Wis., 


friends 


of Kohler, has arranged 


for its employes and 


Company, 


treat for Sunday, 
July 19, when John Philip Sousa and his band of seventy 
five will 


the 


pieces give concerts afternoon and evening in 


Kohler natural out-door theatre 


CENTRAL TRADE GOLFERS MERT INO PITTSBURGH 


The Central Trades Golf Association held its second 
meet June 9 at the St. Clair Country Club, Pittsburgh, 
Pa., as the guest of Edw. Kunde, of the Malone Plumbing 
Supply Co., of Pittsburgh. A slight rain early in the 
morning frightened a few of the members away, but 
eighteen men teed off, and were rewarded by a bright 
sun by the time three holes had been played Many up 
sets in the scores were turned in, and the handicappers 


will have to get busy on new handicaps 


Glenn Christopher won the honor of having his name 
engraved on the silver loving cup for the first time, his 
net score being 76 for the eighteen holes John Bailey 
won the fifty pound Duffer’s Cup, and it is said that he 
had a truck come to take it home Glenn Christopher 
with a 387, H. J. Harte with a 42, and John Moore with 
a 46 were the tirst three winners of the morning round 
In the afternoon Christopher and Harte -took first prize 
with a 73. Prizes in the form of golf balls were awarded 
at a meeting held after dinner in the club house, and 
(. H. Rogers and W. H. Stehle were elected to member 
ship. The next meet will be at Latrobe, Pa., July 14. 


The scores were as follows: 


Morning Round—Medal Play— Holes 


Name Gross Hdep. Net Nume (ross Hdep, Net 
Joseph White 69 17 52 W Hl. Stehle 7 10 47 
I. S. Melllivane ¢ 13 0 John Moore 56 10 16 

in Baile 1 17 7 HH J. Harte 1s 6 42 

Ww c. HH. we rs 15 10 35 

hristopher 16 ’ 37 W. Becl 14 1% 
Krank Murphy 7 16 17 R: I Wettstein 60 1 17 
Afternoon Round—Best Ball Foursome—I1IsS Holes 
Names Best Ball Hldep Net 
Beardsley -Wettstein 115 21 94 
Murphy-Kirk patrick X7 11 76 
Snelsire-Moore v9 13 S6 
Pitkin-Eggleston so 10 79 
Bryar-Beel SH KC 
Harte-Christopher s4 11 7 
Stehle-Rogers 92 ge 
White-hKunde 128 27 101 
Melllivane 121 24 97 
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THE PARKVIEW HOTEL 
MEMPHIS, TENN. 


George D. Barnett, Jr. Architect 


St. Louis, Mo. 


J. W. Hull Plbg. & Htg. Co. 


Memphis, Tenn. 


Plumbing Contractors 


equipped thruout with 


KENNEY 
NEEDLE SHOWERS 


CURTAINLESS 


CONGRESS CONCEALED MODEL 


As Illustrated Below 


Bathing in running water is the modern time 
saving way. 


The body needle shower is the preferred 
shower. It proportions the water over the 
body no breath-taking deluge or wet hair. 





The Kenney Needle 
Shower provides all 
this, and its con 
verging stream 
principle does away 
with the need of the 
unsightly curtain. 


Kenney Needle 
Sh-we's, stationary 
models, have the 
hearty endorse- 


yl 
be Na 


a 
i | 








ment of architects 

and builders every- tae ie 
where. They offer - pas 
exceptional sales hier - i 
possibilities to . 
plumbers. Li Soe es 


Write for Catalog and Price Sheet 


The Kenney-Cutting Products Corp. 
507 Fifth Ave. New York 
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oe ” WESTERN TRADE GOLF AT GLEN FLORA 
Davton Ss Glen Flora Country Club, in Waukegan, IIl., the he 
of one of the trickiest golf courses in the Chicago distr 

Ci l t 200 Gallons 
ompiete S ie 


with a ball that seemingly prefers traps and water hazards 


as low 00 
bs The day ended with the sun shining, but a heavy rain 
4 a \ | made the morning qualifying round a rather wet event 
= a 0 De | for those who braved the elements. In spite of the damp 
ness, however, A. H. Jolliffe, c: in, and H. E. C Ir., 


ec Direct PressureWater System captain, . Crum, . 
ence oa ee were two who were shooting good golf, the cards of both 
For City, Suburban and Country Use showing a net 35 for the morning’s work. Mr. Crum 
The Dayton Pump & Manufacturing Co. 9 won the toss-off for the prize, and selected a camping 
Dayton, Ohio, U. S. A. outfit as his reward 





was the scene of the monthly meet of the Western Tr 






Golf Association on June 11 R. J. Cooper, Jr., men 
Glen Flora, made arrangements, and, through his « 
vy, golfers of the Western Trade found everything to 
be desired in a day devoted to finding eighteen h 


—— 


Mr. Jolliffe presided over the dinner that wound up 
the day’s play, and, during a most enjoyable meal, he 
read off the names of the winners. J. A. Cutler’s net 69 
gave him the honors and his choice, from the prizes on 
the table, was silver cocktail shaker. Next to look over 


the prizes was L. J. Pitcher, his net 74 making him 
WATER SYSTEMS runner-up. He picked some handsome cuff links. John 





FOR HOMES:-FARMS-PUBLIC L. Dole shot the best golf of the day, coming in with a 
AND PRIVATE INSTITUTIONS gross 85, a score which gave him the low gross prize by 
Running Water—Myers Water Systems provide it for country a good margin This prize was donated by General 
and suburban residences, summer homes, farms, plantations, oilers ' ’. ae P —_— > ’ 
public and private institutions—small capacity hand operated soiler Co., Waukegan, Ill., a fine leather bag. J. N 
outfits, medium and large capacity systems for operation by Lott, with a net 77, won the guest prize. The Duffer’s 
engine or motor, automatically controlled Electric House Pumps a ¥ ‘ 
and Direct Water Systems—you will find a Myers of the right Cup, every pound of it, went to E. A. Small, Jr. 
size and style for your own needs, and regardless of the Myers . ? a : P = ’ 
System you choose, it is guaranteed to give entire satisfaction if Following ar he scores turned in for the afternoon 
properly installed and operated. Catalog and prices to the trade. round: 
Gr. Hep. Net Gr. Hep. Net 
The F-E.MYERS & BRO.CO.Ashliand Ohio. . HL Gaylord..100 23 77 —— ae 127 30.97 
— ASHLAND RUMP AND HAY TOOL WORKS-—— : s fe ; cn oe : 
N. P. Fenner 97 10 87 J. R. Collette...102 23 79 
G. Hi. Dickerson.112 30 82 L. J. Pitcher 91 17 74 
kK I’. Gordon 102 23 79 W. T. Walters..128 30 98 
A HH Jolliffe..100 21 79 J. Fetter - : 123 30 93 
T. H. Monaghan.126 30 96 J. W. Palmer..115 30 85 
A \ Ah ff 119 30 89 W. Sime ... ~ kd 630 89 
A i. Norman 91 11 80 ww. ea Frost 116 30 St 
P t t Pl bi § ° Iti H. A. Cross 107 28 79 ‘'T. M, Stinson...126 30 96 
a en um Ing pecia 1es } CC. A. Baldwin 94 14 80 kk. A. Small, Jr.136 30 = 10¢ 
| W Wickersham 96 17 79 W. A. Taylor..117 30 
peg g idrews.100 2 76 J. M. Grace....115 30 85 
Duo-Jet Closets and Flush | J. BR. Andrews.100 24 |. M. Grace....115 30 8 
° ° } PP. M. Munn. 120 30 90 R. Cooper, Jr..101 22 79 
Valves; Urinals, Self-closing |. 1. Bishop... 99 22 77  J.N. Lott...... 99 22 
Cocks; Liquid Soap Fixtures; R. M. Huber...113 30 83 D. Wallace ....102 24 78 
D . ki F . } H. E. Crum, Jr..104 28 76 Hf. M. Reynolds. 92 13 9 
rinking Fountains, etc. | 8 A. Cather, 93 24 69 J.W. Cannon, Jr.113 30 88 
K. P. Beardslee.106 30 76 John L. Dole... 85 12 73 
Send for our Catalog | E. J. Gossett...113 30 83 W.T. Harvey, Jr.107 25 82 
CC. E. Beery 105 28 77 KF. M. Thompson 99 23 6 


IMPERIAL BRASS MANUFACTURING CO. 


510 S, Racine Ave. CHICAGO, ILL. MASSACHUSETTS SANITARY CLUB TO HOLD SECOND 
MIDSUMMER FROLIC 





The second midsummer frolic of the Massachusetts 





Sanitary Club will be held June 24 at the Marlboro Coun 
try Club, near Boston, the same place where last year’s 
initial outing was held and where such a good time was 
enjoved that the demand was to hold this year’s party 





° at the same place 
Automatic Gas Water Heater ee ees ae i 
The golf handicap match will start at nine in the 


Unequalled for — 
1. Convenience. 


morning and already there is a big entry list. It will 
be an 18-hole medal play match. At two o’clock the 





2. Length of Service | 
3. Safety. | baseball game between the master plumbers and the sup 
4. Economy. ply men will be staged with prizes for the winners At 
The more you know about four o'clock, or at the conclusion of the baseball game 
Humphrey, the easier it is to | will come the athlette events and prizes are ready for 
sell. Write for full information. the winners. 
Humphrey Company Dinner will be served at six ia the clubhouse. Th 
(Div. Ruud Mfg. Co.) who partook of last year’s dinner are certain to be on hand 
Type ‘‘A’”’ Kalamazoo “I- Michigan for this event. Choice of steak, chicken or lobster will 
| be given. There will be an entertainment during the 
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C & S$ 633, Patented June 12, 10 


Style No. 2—Open 


C. & S. Shower Stall Door 
with Grille Vent. Made 
in Nickel Silver and 
Nickelplated Brass with 
Polished Plate Glass Panel 











proof. 


Se 


tight. 
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bedded in rubber. 


The C&S 
Shower Stall Door 


“Adds a touch 
of distinction 
to the finest 

bathroom” 


The daily shower has developed 
from a luxury for the few into a 
necessity of the many and no 
modern bathroom is really com 
plete without a separate shower 
compartment. 


This fact has created a natural 
demand for a neat and attractive 
Shower Door to replace the clumsy 
and unsightly bath curtain which 
only partially prevents the bath- 
room floor from being flooded. 
The C. & S. Door is the logical 


fixture for the purpose. 


C. & S. Shower Doors are sanitary, ornamental and absolutely water 
The fixtures are made of heavy Nickel Silver or Nickel 
Plated Brass, with Polished Plate Glass Panels !,-inch thick, em 
There is a cut glass knob on the outside and a 
nickel silver pull on the inside, while a metal apron and a metal bound 
rubber strip on the bottom of the door makes it thoroughly water 
A special catch is provided to keep the door properly closed 


Sold Thru Jobbers 
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Style No. 1—Closed 


Angle Frame and all 
necessary fittings for in 
stallation = are furnished 


with door 





You Full 
Details 
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CRIST & SCHILKEN COMPANY, INc. 


543-5-7 FOURTH AVENUE (e) 


or eats 





PITTSBURGH, PENNSYLVANIA 








Ment 




















Haas 


Flush Valves tor use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets tor every type or class of 
service 
Fan 
Write tor catalog 


Philip Haas Co., Dayton, O. 


Frost Proof Closets. Wirect flush 
or after flushing 
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It's Quicker and Better 
x ew fixture eeded on a f pipe 
S I S S O N peers 
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R. ESTABROOK’S SONS 


Ist and C Streets 
SOUTH BOSTON 


“L691 S$ 4950 
J34NJava 





MASS. 





THERMAG — Snap Action 





Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 


HE stee 1] 
backbone in 
ALLRIGHT 

Seats, together 

| with expert finish, 
and real service, is 
the secret of their 
popularity. 








The difference in cost 

nal Consider 

n Its they cost 

less They spell satis- 

ecagical fact n as well as 


Ask for catalog 
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Allright Mfg. 
Kural Hall, N 





N ( ERING June 20 
dinner Members of the club this year are privilege 
bring gu to the affair 

Ie ph A. Maynard, of the Boston Brass Co., Walt} 


\I l hairman of the outing committee 


1. HARVEY'S SONS MEG. CO. UNVEILS MEMORIAL 


TABLET 


A tablet commemorating the gift of the United St 
overnment to the city of Detroit of a portion of a 
tary reserve in 1826 was veiled recently in that 
! A. Harve Sons Manufacturing Co The tablet 
nbedded in one of the walls of the new plant of 

npan nd was unveiled with great ceremony M 
Johy h, of Detroit ccepted the tablet on behal 
} t 


Personal Mention 








Adolph Mueller, of the Mueller Co., Deeatur, DL, ac 
inied by Mr Mueller ailed for Europe on the Ste 
ip George Washington on Saturday, June 13 W! 
Mueller is on the continent, he will attend as a d 
te the Chamber of Commerce conference at Rome. The 
peet to return in September 
Frank H. Arnold, Jr., formerly 
connected with the Delco Section 
of the General Motors Corpora- 
tion, ha been appointed sales 
manager for the Van Arnam Mfg. 
Co., of Fort Wayne, Ind He will 
all on the supply trade in New 
England, New York State and 
lichigan 
G. A. Seaborg, Jr., who for the 
past everal years has covered 
Bronx county and later West- 
} chester county, New York, for the 
Pierce, Butler & Pierce Mfg. Cor- 
| poration, severed his connection 
with that concern on June 6 Mr. 
Seaborg will open an office inff#§Frank H. Arnold, Jr 
Mount Vernon, Westchester 
county, New York, and will act as a manufacture! 
representative 
H. Henker, for two years in the engineering depart 
| ment of the Trane Company, LaCrosse, Wis., has been 
| transferred to the Finney Heating Equipment Co., which 
represents the Trane Company in Canton, Ohio 
L. (. Landis, who, during 
| the last fourteen years has 
been secretary and sales 
manager of the Milwaukee 
\ir Power Pump Company, 
Milwaukee, Wis., has severed 
his connection with this con 
cern and accepted the posi 
tion of sales manager with 
the National Utilities Corpo 
ration, of Milwaukee Mr 
Landis has a large acquaint 
ince among distributors and 
dealers in water stems 
William A. Mann, for sey 
ral ears istant to the 
New England manager ot fe eal 
Crane Co., Chicago, has been 


promoted to factory manager for the same compan 
the Northern New England territory and will hav 
headquarters in Portland, Me., instead of Boston 

















CHICAGO 


The report of one large Chicago jobber that his busine 
iring May was 2 per cent greater than that of April and 
1) per cent over that of May of last year gives figures that 
un be taken as a fairly accurate gauge of the volume of 
plumbing and heating supplies being moved in Chicago 
This means a greater increase, even, than the figures 
show, for the percentage is based on dollars and cents; 
and, as selling prices are generally lower this year than 
last, it is evident that volume figured in dollars and cent 
is much greater than it was last vear. This same jobber 
however, went on to tell of the drawbacks that exist in 
this business, the big one being that the market is still un 
settled and selling prices are admitting very little profit 


In a nutshell, volume is very good; profits leave much to 


» desired. And that statement applies equally well to 
master plumbers, jobber and manufacturer, 
A general business paper describes present trade condi 


t 


tions as being marked by a number of strong points and 


by confidence in the future. It goes on, however, to say 
that the trend of prices is against sellers, concessions and 
narrow profit margins resulting from competition. for 
orders. Plumbing and heating can be described in the 
same way 

The strong points may be found, here in the Central 
West, in the record rate at which building continues. May 
building contracts registered a seasonal decline of 11 per 
cent from April, but they were 46 per cent over the 
amount for May, 1924 Total construction started dur 
ing the past five months shows a 30 per cent increase over 
the corresponding period of last year Those figures in 
dicate plainly that plumbing and heating supplies have 
places to go. Chicago’s building permits for May were 
$9,000,000 in excess of those for May of last year. And 
jobbers report that the building program is far enough ad 
vanced so that all lines of material are in active demand 
by the master plumber, both roughing-in and finishing. 

The weak points may be found in the uncertainty which 
is so evident among jobbers and master plumbers and 
heating contractors Prices this week have not changed, 


but While the recent reduet 
boiler a well a the 1 t 
two month indicate that 
tabilize market buvers are 
The writer of these report 
for example, who has roughe 
has not vet bouxght fixture te 
brought him new prices on ¢ 
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the slowing down of production 


ussures read filling of jobber 


The lack of unanim 
set last week b one 


nounced a 


are virtually out of the m 
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ably under sheet price 
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irket, and demand therefore 
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Another mill report 
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fairly prompt time fron 


unchanged 
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including as it doe ome 





VOLUME GENERALLY 


Phe volume of plumbing goods moving into con 
umption is, from) many reports, exceeding that of 
ast vear at this time. Master plumbers’ work is. far 
nough along so that there is an active call for all 
nes of materials. Jobbers’ stocks are being steadily 
educed and are requiring constant replenishing, so 
hat sales in all branches of the industry run into good 
sures. The practice of buying for immediate con 


umption rather than tor stov k continues, but orders, 
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74 \( yX\f he 1 
large pre t hoo ng bh ness in wrought iron pips 
in a satisfactor manner Orders for stock, while fre 
quent, are mostly for small lot Mill deliveries are satis 
factorily prompt Prices are firm and unchanged 


Enameled Ware 





Jobber ire moving a good volume of enameled ware 
and = repl hir order ré reaching manufacturers 
teadils iT It Or large maker part liar noticed 
in increased number of requests for immediate shipment 
during t ’ few d There i ome buying ahead 
I obher le on file vith mar rer 
howin 1 ist paced al ! far 
mod I) ! I till fairly prompt, although de- 
ferred shipments have been reported in somes ‘ PY 
re fir nd unchar ! 

Pottery 

There are conflicting reports on demand for potter one 
representati tating tha while buying is still of the 
hand-to-mouth variety t has heen picking ip littl 
recently Others report that it has died down, following 
the spurt given it by the price adjustment vy week 
ago. The master plumber is using a good deal of pottery 
it this time Deliveries of staples can be made promptly 
Makers’ prices are fairly firm 


Range Boilers 


The reduction announced last weel I neral 
among rang boiler manufacturer ind obber ha 

nerally put out new sheets following the decline Bu 
ng by jobbers ha not increased to any great extent, the 
feeling being that the present market will hold for a 
while and there is no great rush neces iry in placing 
order Actual needs are being met by conser tive com 
mitment with deliveries prompt 


Plumbers’ Brass Goods 


Activity is not great among manufacturers of plumber 


i 


brass good demand from the jobber consisting of order 


for small lots and releases against orders alread 
The master plumber is buying cautiously, as well, but i 


good volume of. thi commodity Prices are 


taking a 
fairly firm, both from manufacturers and jobber 
Boilers and Radiators 
The feeling among manufacturers of boilers and radia 
tors is that this vear is going to be better than last vear 
ind there is no development in this week market that 
As vet, 


it being a little early for heating contractors to be at the 


would contradict this shipments are not heavy, 


height of their season, but future orders are in good 


volume Deliveries are prompt. Prices have not changed 
, , 7 7 
NEW YORI 
N E\ \ 

Reductions made during the past two weeks on soil 


pipe and range boilers have not helped, as vet, in instill 


ing confidence in many jobbers interviewed, and buying 


Pp oceeds cautiousls 
There is littl moved during 


difference in the volume 


seven days and that moved during the 
Many 


ecure orders 


the past previou 


week jobbers are still shading price in order to 
Soil Pipe 

Those soil pipe concerns which reduced their prices a 

week ago seem to be getting the bulk of the business, but 


conflicting reports are received even from them, as one 

big distributing concern reports a rush of specifications 
while another has not increased sales a great deal 
Steel Pipe 

Mill prices continue firm and unchanged 


the jobber continues on a hand to mouth basis, and he 


Buying from 


in turn, is finding the master plumber and heating con 
tractor disposed to purchase in the same way 


Wrought Tron Pipe 
\ temporary lull in demand is noted by the mills, wv 


have not done as much business during June as dur 


the itter part of May Mill prices are unchanged 


Ware 


Wholesalers are enjoving a fairly good demand for t 


Enameled 
product, but there is still a tendency to cut prices uy 


Demand manufacturers runs int« 


upon the 


satisfactory volume Deliveries are prompt 
Pottery 
I big coneerns report a very good demand, wt 


le optimist ic Maker unchanged 


1) verde on taples can be made 


prices are 
promptly. Demand 


rs better 


Range Boilers 
reduction in prices has in many instar 
Wholesaler 


however, and this is causing 


wed down demand from the jobber 
tock isa rule are not large 


ly tream of fill-in orders 


NEW ENGLAND 


ported in this territory for several weeks continues. Busi 


né is not rushing but is steady and in good volume 


made up of many small sales. The practice of buying for 


consumption rather than for a long carry cor 


Immediate 


tinues bv both contractor and jobbers Jobbers, how 
er how a desire to fill up the low spots in their stocks 
to enable them to fill orders promptly 


Soil Pipe 
atisfactory amount of new business 
filling-in 


Foundries report a 


although it is said to consist of many small 


orders Jobbers have found that the steady demand for 
mall lots has reduced their stocks to the point where 
buving ha become necessary 


Steel Pipe 


An increasing demand for this commodity is the gen 


eral statement Jobbers are filling up the low spots in 


their stocks and are sending many less carload orders to 


mills who are working on a fairly strong schedule. Prices 


have not changed 
Pipe 


Wrought Tron 


No price change Demand on the jobber is steady but 
for small lots and the business placed with the mills is 
Both jobbers and producers are in 


on the same basis 


hape to do business promptly out of stock 


Ware 
show no change and continue firm 


Prices The demand 


commodity shows a steady increase and _ finds 


stocks being reduced to such an extent that new 


for thi 
obber 
buying is necessary Manufacturers have well assorted 
tocks to meet conditions now in evidence 
Plumbers’ Brass Goods 

Demand is fair on the part of the master plumber with 
obbers’ stocks as a rule well filled The varying quota 
tions made by both manufacturer and jobber for the pa 
months have resulted in most of the buying being 
While 
moved for the first third of the year compares favorably 


that the 


three 


done for small lots actual count of merchandi 


with that of former vears, it is stated freely 


margin of profit is much smaller because of the pri 


cutting that has existed Prices show greater stren 


now and there is an increased confidence in advance 


ditions 
Pottery 
A varying price market still in evidence but with 
return to more stable conditions A 


o! a 


rapid 
movement of merchandise is taking place and jobber 


again coming into the market in most cases on a } 
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DOMESTIC ENGINEERING 
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For More Push in Your Business 


Put Pep and Permanency 
in Hot Water Systems 


HIS newly developed high pressure Burnham Boiler 
is the means to all three. Quick acting coal sav 
ing sure. It has all the good features for which the 
Burnham Boiler family is famed, including extra long 
back-and-forth fre travel, special grates for full duty 
or half, et« 


And the further advantage of a special construction 
which places weight so that it does not interfere with 
heating efthciency; extra strength by special stays, where 
needed. For apartment houses, hotels, laundries and 
other large hot water systems, this Burnham Boiler will 


_ 
sees 














serve you well. Write for Bulletin. 


IRVINGTON, NEW YORK 
New York Office: 30 East 42nd St 


Canadian Offices 


Representatives in Harbor Comm. Bldg., Toronto 
all Principal Cities 124 Stanley St., Montreal 
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Mr. Plumber: 


You can make your job more 
satisfactory by installing BLAKE 
PATENTED GAS VENT TEES 


J 2650 J 2655 





They are made so that condensation or rain water cannot soil 
walls or get into gas ovens and cause rust. Hubs receive 3-inch 
wrought pipe, requiring no threading, as calk joints are sufficient 
Fig. J2655 is for Flats, Duplex, etc., while Fig. J2650 has !-inch 
tapping at bottom to carry condensation into basement. 


We can also furnish 45 or 90-degree elbows where turns are 
necessary. The deflector which protects the walls and oven also 
| prevents smoke pipe from going in too far and shutting off draft. 

Side openings are for 4-inch smoke pipe. If your community uses 
3-inch smoke pipe instead of 4-inch advise us and we will arrange 
to furnish proper size opening. Ask your jobber for these fittings. 


Blake Specialty Co. 
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The Built -Well 
n 
AME RICAN 
d 
. ALNUT 
W 
d i . . 
' here is only one quality of seat 
made in our factory and that is 
h the Trade Marked Built-Well, 
; | Daih-Wel with the double doweled V-Lock 
| | V-Lock Joint joint. 
| Oy, We have only one policy, one 
| [Ks J ) quality and one price. 
i=: Ask your jobber. 
Se, = 
| Patented 
ectional view of 
| ae ying up 
| hese comaee =~ © a) y/ tj 
BES) But Well Me Co 


ture only makes 
them tighter, 


1458 W. KINZIE ST. 
CHICAGO 


|| Write for catalogue showing our full line of seats 











Rock Island, Illinois 


CANADIAN SERVICE—ALL CRANE CO. BRANCHES 
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Mention Domestic ENGINEERING when writing advertisers 
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PICRCL, BUTLER & 
PIERCE MFG. CORP. 
Makers of 
GOOD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -t- -1- NEW YORK,N. Y. 

































Armstrong Bros. 
SOLID 
PIPE “‘. ES 


an 
STOCKS 
Improved Design—Cut Like Lathe Tools 


Backed off Chasers made of Alloy Steel 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S. A. 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory 917-929 S. Howard Sr BALTIMOR 

















General View of Duro Automatic Switch Department, at the Plant of 


The Duro Pump & Mfg. Co. - Dayton, Ohio 


June 20 


protection basis Conditions in this commodity show 


improvement over that of the last three months but 


have room for the confidence that will bring about a n 


normal buying condition Potteries are reporting an 
crease in the number of small orders received and 
rule are taking quick care of all business entered 


tange Boilers 


movement is taking place and finds both n 


facturer ind jobber well able to care for all den i 


Boilers and Radiators 


Good | n seems to be the general story in 
ommodit Many new orders both for prompt and d: 
red delivery are reported It is said by manufacturers 
that thi ear will prove to be a very good one both in 
volume moved and profits made Prices are firm id 

idy and manufacturers have their business so arranged 
that prompt shipment is being made whenever neces 


PHILADELPHIA 


While it can hardly be said that the week has actually 


brought a better demand for any commodity, there is no 


doubt that a slightly better view of conditions in general 
being taken by the industry. Several jobbers have 
expressed the feelir that, while the volume of their 
business has not increased, a spirit of greater optimism 
evident Expectancy is the keynote of the trade opinion 
today 


outlined for which 


completed, and which await only 


There are many building projects 


all plans are long since 
start actual work. 

Soil Pipe 
increase in demand has made 


a bi of confidence to 


itself felt 
Prices are at a low 


No noticeable 


Shipments remain prompt. 


level 


with some foundries not in line with the reduction 
innounced last week 

Steel Pipe 
reported by althoug! 


business. Mill 


Fair demand is some makers, 


others are receiving a low volume of 


prices remain firm and unchanged, with prompt deliveri« 
from all sources 


Wrought Iron Pipe 


Mills report that ‘“‘soundings’’ indicate a slightly better 
ittitude throughout the trade, especially among whole 
alers, and although no great tonnage is moving, demand 


Mill while 


continue to shade 


is improving prices remain firm, jobbers 


Shipments are good. 


Enameled Ware 
The manufacturers of this commodity continue to re 
port satisfactory volume Prices remain firm, and de 


reasonably prompt 


Pottery 


liveries 


Prices once more seem firm, from manufacturers, with 
cutting in evidence among jobbers Demand ranges 
from fair to good, and all but one maker are able t 


give good delivery service. 


Range Boilers 
The reduction in prices reported recently has evidently 
had no great effect on demand, for no makers are en) 
volume as a result However 


unusually large 


able to 


ing an 


nearly all are report a reasonable number 


orders Prompt shipments are usual 


Plumbers’ Brass Goods 


No change Prices remain spotty along the entir¢ 


of distribution, and no great volume is being experienced 


by any manufacturer Deliveries are good 


Boilers and Radiators 
Manufacturers continue to express themselves in a! 
While none 


the same vein feels an unusual or eve! 








une 20, 1925 DOMESTIC 


irge demand, in general the trend of opinion is an 
ptimistic one, and a steady influx of small orders con- 
inues. Prices have not changed. Shipments are prompt 


PACIFIC COAST 
4 J . \ 

Coast business continues in fair volume. The purchas 
ng, however, by all concerned, is for immediate require 
nents only. It is a peculiar situation that the purchasing 
<0 far has not heen as great as the reported volume of 
yuilding permits should show The rural districts, 
particularly in California, indicate that business will be 
considerably better when the farmers have harvested and 
received payments for their crops 

Jobbers’ prices to the trade are holding firm on practi 
cally all lines and there is very little indication of anyone 
cutting prices. 

Soil Pipe 

Sales continue in fair volume and the recent declines 
have not tended to inspire confidence in the buyers for 
future deliveries. The trade, in general, is waiting until 
material is actually required. Jobbers’ prices are closely 
following the latest foundry quotations and were reduced 
in some of the Coast jobbing centers during the week. 

Steel Pipe 

Taken as a whole, the volume of steel pipe sold on the 
Coast is good; but, divided among the many distributors, 
the sales show a falling off. Jobbers’ prices for out of 
stock delivery are firm, but jobbers’ quotations to the 
trade on direct mill shipments reflect a very close margin. 

Knameled Ware 

There is about a normal demand for enameled ware at 
the present time. Jobbers have no difficulty in filling out 
of their stock. Prompt shipment can be obtained from 
any of the Coast factories or manufacturer’s warehouses 
on nearly all items. Jobbers’ prices are unchanged. 

Pottery 

There is no noticeable change in pottery on the Coast 
at present. Sales as a whole continue in fair volume 
Distributors’ stocks are all in good shape and able to 
supply all of present requirements No difficulty is ex 
perienced in obtaining prompt delivery from either Coast 
or eastern potteries. 


* Brass Goods 


Plumbers 
Taken as a whole, sales on plumbers’ brass goods con 
tinue in good volume. Distributors’ stocks as a rule are 
in good shape and no difficulty is experienced in obtaining 
prompt deliveries from either Coast or eastern factories. 
Prices to the trade vary somewhat in the different jobbing 
centers according to the quantity and quality of material 
required. 
Range Boilers 
Sales of this commodity continue in fair volume. How- 
ever, the combination boilers are gradually replacing the 
range boilers in this market. During the week, jobbers’ 
prices to the trade were reduced approximately 15 per 
cent in the staple sizes, in line with similar reductions 
affixed by some of the manufacturers. 


The Metal Market 


June Average Average Average 
16 May, 1925 Mar., 1924 1924 
PIG TRON 
No. 2 Foundry, Chicago, 
furnace .. $20.00 $21.25 $24.00 $22.15 


PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
burgh, per Ib.. 2.00¢ 2.006 2.05¢ 2.14¢ 
Blue annealed sheets, 
Pittsburgh, per Ib 


29 80e 2.45 2.65¢e 2.76¢ 
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KNOTT ATLAS 
SEATS 


are uniform in appearance be- 
cause they are uniform in struc- 
ture. Grain of wood runs one 
way—there are no butted ends. 


Knott Mfg. Co., Tell City, Ind. 


Seat No. 4, Hinge No. 75—Open 
front staple bowl | \4 inch seat with 
inge —Cast brass nic kel plated, 4 
inch bar, 4 inch post, I 4 inch 
offset. Finished in natural oak, 
qraen oak, or birch mahogany 
Satin finish, rub finish or rubbed 
and polished. Pearl white finish, 
shéet celluloid coverec 
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” 
| ; Top View “MOR-SEAL” 
“a THE CLEANER CLOSET 

Illustrating in a clear distinct 
manner the complete absence of 
soiling surface in the “MOR- 
SEAL” closet. 

Note the complete absence of 
the Soiling Hump on upper trap- 
way also the large water surface 

It is Cleaner. 

Ask your Jobber for it 

Made of Castex Whitest Vitre- 


ous China 
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CHICACO POTTERY CO. 


1924-40 CLYBOURN. AVE. CHICACO. ILL 


i 







123 Years Old — Founded 1802. 


Range Boilers 


Riveted 
Welded 
Sure-Tite 


(Copper-Brazed) 





Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 














ENABLES radiators to be hung, all con- 
nections made, system tested and ra- 
diators bronzed before fioors are laid — a 
big saving. 


Write for ALL the advantages 


HEALY-RUFF CO. 


770 Hampden Ave. 
ST. PAUL $3 MINN, 


Style R } 
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ee a — rt Blach eets, Pittshburet 
per Ib 3.15 3.2 3.45¢ 34 
MAGAZINE FEED [alanine seta, Pit 
r per | 1.25 4.35 4.70 4 
WATER HEATERS |... i 
COPPER 
f ry 13.75¢ 
EB vtr ! red 13.60« 
KAI 
} 8 1h< 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb Per |t 
n ppings 16 « Copper, light 9 
! tir rb Copper, uncrucibled 
ght 5%c wire 10%, 
oot nea mixed 6%c Faucets and valves... 6% 
Bra red 8 oc Lead, heavy 5 
erucible 91, Solder joints 6% 
NOTE Pric ire those quoted on Tuesday of this week 








Interior View | 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY June 17, 1905. 
ROOT AND LA SALLE STs. CHICAGO, ILL. The Hays Manufacturing Co., of Erie, Pa., has started 
J. T. Blyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO work on a new plant at the corner of Twelfth and Liberty 
inthe EEE FCreets, in that city. The buildings will be built of steel 


and brick, and will give the company one-third more 

















fe™ space than it occupies at present. The machine shop is 
fad ¥ b | | to be 50x160 ft., and the foundry will be 60x198. 
\ ——1905 — 
The Keasbey-Mattison Company, of Ambler, Pa., 
’ ) ts starting the erection of a mammoth new $1,000,000 
° ' tH plant at Ambler. 
Plumbing Ay | | -190§——— 
a Retiring President David Craig, of Boston, was pre 





° ; ( sented with a diamond stud as a token of esteem by his 
Popularity! : 2» 3oard of Directors. The presentation occurred after the 

; \ adjournment of the convention of the National Associa- 
tion of Master Plumbers, at Atlanta, Ga., and was a 
complete surprise to Mr. Craig. Joseph A. Weldon, of 


; s Pittsburgh, made the presentation speech. 
yw” —__—_—— 1 9 (-—__—__—_—_ 


D. F. Durkin, Jr., for many years located at 529 


’ nth i rteenth stree "hs ¢ Jey, 
‘Popularity comes from service, and that’s South Sixteenth street, Philadelplua, has secured 


what I do best—give plumbing service. I larger quarters at 1613 Pine street in that city. 
noid the stopper tight and fast, I add dis- hina 

tinction to the fixture, and I stand the wear 
of years. It costs but little to attach me to 
a weste and overflow connection, and each 
attachment brings approval for the plumber. 


The Master Plumbers’ Association, of York, Pa., has 
presented a petition to the Sanitary Committee of the 
City Council praying for the creation of the office of 
plumbing inspector in that city. 









: . ” * _ 1905——-——_——- 
Ss, it s to use Bead Chain.’’-—Bill Bead. 7: ; ae 
Yes _— ‘i : The Georgia Association of Master Plumbers held 
ae O ts annual convention at Atlanta, on Monday, June 5. 
USE _, . > ' Ti . 
5 fn unusually large number of master plumbers and 


uttended due to the fact that the convention 
O of the National Association was held the same week. 
——1905 ss 
Atlantie City, N. J., was the scene of the seventeenth 
annual convention of the Master Steam and Hot Water 


BEAD CHAIN | 


FOR PLUMBING 





Trade Mark Reg. U.S. Pat. Off. 





The Bead Chain Manufacturing Co. Fitters. President Henry L. Hall delivered an interest 

Bridgeport, Connecticut © | ing address. Fraternal delegates were present from 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 5 the Provincial Association of Master Plumbers and Fitters 
is ee scsi coememcn warren ate of Ontario. 














Official Program of 43rd Annual Convention 
of N. A. M. P. 


To Be Held in Portland, Oregon, June 23, 24 and 25, 1925 

The official program for the forty-third annual conven 
tion of the National of Master 
which is to be held in Portland, Oregon, 


issued and follows herewith in full: 


Association Plumbers 


has just been 


Tuesday Morning, June 2: 


Call to Order at 10 a. m John J. Vogelpohl, president 

Song, “America,” entire assembly, led by Tommy Luke 

Invocation, Monseigneur J. H. Black 

Address of Welcome, Mayor George lL. Baker 

Address of Welcome, Chas. J. Kelly, on behalf of Portland 
Association 

Address of Welcome, Bart D. Coffey, on behalf of State 


Association. 

Response to Welcome, Henry E. Longley, 
Response to Welcome, Mrs. E. D 
Women's Auxiliary N. A. M. P. 
Appointment of Convention 
Calling the Roll of past 

A. C. Eynon, secretary. 
Report of Credentials Committee, T. J 
Report of President, John J. Vogelpohl 


vice-president 


Hornbrook, president 


Committees 


presidents and charter members 


Rowe, chairman 


Tuesday Noon 


Luncheon at Multnomah Hotel, given by _ officers of 


Women's Auxiliary, N. A. M. P. in honor of visiting ladies 
Tuesday Afternoon 

Reading of Communications and Resolutions 

Report of Educational Committee, Fred’k FE. Fladd, chair 
man. 

Report of Apprenticeship Committee, John A. Quinn, chair- 
man. 

Address, E. L. Bowman, Trade Extension Bureau 

Report of Conference Committee, Walter D. Nolan, chair 
man. 

NOTE—-Immediately following adjournment an organ re 
cital will be given by leading Portland organists under the 
auspices of the Women’s Auxiliary Frank Jue, Chinese 
tenor, will be featured in vocal numbers 

Tuesday Evening 
Fun Festival and Dancing at Council Crest. Take “C. C.' 


cars on street. 


Washington 


Wednesday Morning, June 2: 


teport of Treasurer, Richard J. Welch 

Report of Secretary, Edward B. Kleine 

Report of Auditing Committee 

Remarks and Reminiscences, from Thomas MeNeil, na- 


tional secretary during 1885-86-87. 
Report of Board of 
president. 
Report of Scholarship Committee 
Report of Trade Extension Bureau, 
ecretary-manager. 


years 
Directors, Henry Dy Longley vice- 
Frank J. Fee 


William J 


chairman 
Woolley, 


Wednesday Noon 
Thiele's, Tenth 
Women's Auxiliary in honor of 
To be followed by Sight- 


Luncheon at Henry street, near Washing 
ton. Tendered by Portland 
National Officers of the Auxiliary 
Seeing Auto Trip over Skyline Trail 
Wednesday Afternoon 
Report of Resolutions Committee Report of Standardiza 
tion Committee, Thomas F. Hanley, chairman.—Report of 


Memoriam Committee, A. C. Eynon, chairman. 
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Wednesday Evening 


Theatre Party at Baker Theatr Morr 
enth Forrest Taylor and Anne Berryman i ( fer " 
Love 

Thursday Morning, June 25 

Final Report of Credentials Committee, T. J. Row chair 
man 

Address Pollut n {f Str n Fredet | ich 
M. D)., secretary and state health officer, Oregor tate Roard 
of Health 

Address, Dean Clifford bB. Connelley, direct Industria 
Relations, Carnegie Institute : aed hn 

Balance of Thursday morni: ! il} ls t t 
general discussion 

Thursday Afternoon 

Invitations for 1926 Convention Nomination and El 

of Officer Adjournment . 
Thursday Evening J 
Grand Ball at Multnomah Hotel 
Friday Morning, June 26 

Trip over World-Famous Columbia River Scenic Highway 
With Luncheon at Eagle Creek 

Dancing at Bonneville Courte of nion Pacif Railwa 

Visit to Bonneville Fish Hatchery 

Automobiles leave Auditorium at 9:00 a n sharp A trip 
you will never forget 

Cc. Ss. D. L. CELEBRATES THIRD ANNIVERSARY 

The California Sanitation Development League cele 


held at 
men were 


June 11 at a luncheon 
Francisco. The following 
Ross M. Clark, 

Dalziel, of the 
of the 
vice-president of 
the 


brated its third birthday 
the Palace Hotel, 


elected to membership 





San 
manager, Ameri 
Dalziel-Moller 
Gilley-Sechmid Co 
the 


chair 


Radiator Co.; A. S 
Co., and C. N. Gilley, 

A. J. Wilson, the 
National Association of 


ean 
secretary 


candidate for 
Master 


Plumbers, was 




















and N. W. 
Club at the recent ‘a 


W. P. Goss, B. F. Blair, F. J. Klimm Farlow, on ' 
the links of the Crystal 
tournament of the California Sanitation 


of San Francisco 


Springs Country 


Development League 
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PHILADELPHES ASSOCTATION HOLDS JUNE MEETING 


ere d issed at the June 
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Meinberger, and 


Harrys 


DD. Coodfriend, Harry Greenspan 


Iirnest Goodfriend, all of Detroit, at the recent annual con- 


Michigan State Association of Plumbing and 


held at 


vention of the 


Heating Dealers, (rand Rapids 


SALT LAKE CITY ASSOCIATION FAVORS WILSON 
FOR VICK-PRESIDENT 

The Salt Lake City Association of Sanitary and Heat 

ing Engineer went on record as favoring Albert J 


Wilson, of 
tional As 


monthly 


San Francisco, for vice-president of the Na 


ociation of Master Plumbers at the regular 


busine meeting, held in the association 


rooms 


in the Hooper building 
Fred F. Lecuver, Jr., a member of the board of gov 
ernors was appointed chairman of the entertainment 


committee to succeed Frank G. Carthey, who is taking a 


high Masonic degree, and will be unable to act as chair 
man during the time that the eastern delegates are in 
Salt Lake City on their way to or from the Portland 


convention 


June 20, 19 


Mr. Lecuver and Frank Fox, who composed the comm 


tee in charge of decorating and refurnishing the asso 
tion roon were given a vote of thanks by the organiz 
tion The rooms have been refurnished and give t} 
ister ery attractive place to meet 
\ challenge to a baseball game was issued by the § 


Journevmen’s Local No. 19 through its secrs 


tary, Nephi Stewart The challenge was accepted and 


field day is expected in the near future 

Hien Green, chairman of the Decoration Day Con 
mittes made the report of that body. Floral remen 
brance were sent to the relatives of the departed Sa 
Lake City masters. The other members of the committ: 


ere Henry H sockholt and Sylvester Walsh. 


LB. & Me. C. MASTER PLUMBERS’ ASSOCIATION 


ELECTS OFFICERS 
Associatior 


The Lower Montgomery 


ot Vii ter 


Bucks and County 
elected 
that 


Irwin 


Plumbers of Pennsylvania officers ot 


ith, with the with 


Slight, of 


June result one ex 


ception, all officers were re-elected 


Willow Grove, will again fill the presidential chair, whil 


Warren Yeagle, of Jenkintown, remains vice-president 


Paul Gregor replaces H. W. Wilcke as secretary, and 
BL. « Madsen, Willow Grove, will continue as treasurer 
VUSKOGER ASSOCIATION ELECTS OFFICERS 
At a recent meeting of the Master Plumbers’ Associa 
tion of Muskogee, Okla., the following officers were 
elected James H. Dyer, 112 South Fourth street, presi 
dent. William KE. Oliver, 117 East Broadway, vice-presi 
dent QO. EF. Drake, 615 North “EE” street, secretar; 

Robert Wright, 117 West Broadway, treasurer. 


Ss. DL. OF S.C. BACKS APPRENTICESHIP PLAN 


\ “Los Plan’ for trade apprenticeship in 


Angeles 
committee of 
Cali 


plumbing has been devised by a_ special 
Southern 
field 


Los 


the Sanitation Development League of 


fornia, headed by Lawrence Brightwell, secretary 
Angels 
Unit 1 


and 


Merchant Plumbers’ Association of 


The plan consists of three divisions, as follows: 
apprenticeship; 


Officially in 


training; unit 2 ~—co-operative 


unit % -trade extension It is planned to 


augurate the plan with the beginning of the new school 


emester in September 


Unit 1 has for its objective the selection and training 


of boys for the plumbing trade and the continuance otf 
their education in the general field. Only boys, from 
16-19 years of age, who have finished the 10th grade or 


econd year in high school and are physically fit aré 


eligible this course, which will be given 


to participate in 
Plumbing Department of the Frank Wiggins Trad 
The take 
attended hours daily for 


at the 


Los Angeles. course will one yeal 


School in 


to complete, school being four 


consist of practical 


fitting 


five days each week Training will 


shop work in the fundamentals of water and gas 


and venting and the related knowledge of stock 
United 


drainage 


city ordinance and trade terms. In addition, 


history and English will be taught. 


states 

In unit 2 of the course, the object is to train selected 
boys through productive work co-ordinated with theoret 
ical and technical training, and to extend the boy’s gen 
high schos 
eligible 


eral education to the standard required for 
graduation All boys completing unit 1 are for 


this course, which will take one year to complete, scho 
attended eight hours per day for five and one-hal! 
week, 


productive work, applied work and related su! 


being 


days each The training will be divided into thr: 


sections, 


For the productive portion of the course, all 


ects 


prentices will be required to serve each alternate fo 
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week period in the employ of one of the co operating 
firms as a helper on the job Wages equal to 50 per cent 
f a journeyman’s rate will be paid For applied work 


idvanced problems in roughing and finishing will be given 


n school Hot water control and circulation will receive 


ittention, also special problems in angle measurement 
Under the heading of related subjects, a laboratory course 
ncluding the elements of chemistry and physics, with 
emphasis on their application to sanitation, will be given 
\ basic course in business economics and civil govern 
ment, paying particular attention to the relation between 
workmen, their employers and the public, will be given 
In addition, a course in blue-print reading for the plumb 
ing trade accompanied with special training in laying out 
work, will be given This course will also be given at 
the Frank Wiggins Trade School 

The third division of the trade apprenticeship plan 
affords an opportunity for graduate apprentices and 
journeymen to advance themselves in skill and knowledge 
of the trade, and of sanitary engineering All expe 
rienced workers who can profit by the courses offered are 
eligible for the instruction, which will be given in evening 
classes at the Frank Wiggins Trade School The follow 
ing subjects will be offered Blue-print reading and 
applied mathematics, plumbing layout and quantity sur 
veying, estimating, plumbing ordinances, angle measure 
ment, lead joint wiping. hot water heating and tempera 
ture control, and the science of sanitation, a laboratory 
course. 

Virtually all members of the Merchant Plumbers’ Asso 
ciation of Los Angeles will co-operate with the Sanitation 
Development League in this worthy cause by offering 
employment to those completing the courses, and to the 
apprentices participating in unit 2 of the plan 


MINNESOTA RETAIL PLUMBERS’ ASSOCTATION 
COMMITTEE TOURS STATE 

The Minnesota Retail Plumbers’ Association during the 
latter part of May and the first part of June has been de 
ing some intensive association work 

Two automobiles loaded with ‘plumber crusaders” left 
the Twin Cities on Sunday, May 24, for Duluth, Minn 
The party included V. L. Peavy, of the National Trade 
Extension Bureau, who was one of the chief speakers at 
all of the meetings held; H. M. Porter, Minneapolis, 
president of the State Association; A. F.-Peterson, Minne 
apolis, vice-president; Fred S. Smith, secretary; J. L 
Hague, a staunch association worker for more than forty 
years; O. G. Johnson, Minneapolis, and W. S. Bailey. Jr 
Minneapolis. 

A dinner-meeting was held in Duluth at the Duluth 
Hotel Monday evening, May 24, with seventy-four master 
plumbers and jobbers’ representatives present. Ss. B 
Suydam of Duluth acted as toastmaster Principal talks 
were given by Mr. Peavy, Mr. Peterson and Mr. Porter 





Lewine, C. BR. Barnum (Ruud Mfg. Co.), L. Greenspan and 
Weisman, all of Detroit, at the recent annual convention 
f the Michigan State Association of Plumbing and Heating 
Denters, held in Grand Rapids 
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=| NIEDECKEN SHOWER|" 


PATENTEO 
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The OLD Way 
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The UNO Way 











A high grade permanent fixture at a moderate price, oper- 
ated by the Niedecken Mixer, for installation over the ordi- 
nary bath tub already in place. It is easily installed by 
branching into the bath supplies—can be placed at endor side. 


Write for Bulletin D.10-X 


qmms| HOFFMANN & BILLINGS, MFG. CO jae 
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M PIPE FITTINGS 


Trade Mark A N D Trade Mark 


RON BODY GATE VALVES 


Screwed 
Non 
Flanged 
Rising 
and 


_— Stem 


Ends and 
0.S.&Y. 
Patterns 
Sizes 
2° to 12° 
Inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 
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Test Machine 


For testing and disclosing 
leaks in plumbing waste 
and vent systems. 


Eureka Smoke 
== 







Height - - 15 
Diameter - - 9” 
Weight - 15 Lbs 


Will fill entire system with 
smoke without forcing seals 
of traps. Leaks immedi- 
ately located. 


Simple and safe in opera- 
tion. As readily portable 
as a plumber's furnace and 
as indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va Charleston, W. Va. 
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A quick-opening and absolutely leak- 
proof Packless Valve which is as posi- 
tive in action as it is handsome in 
appearance. It is one of three simple 
fittings which make the O-E Three-in- 
One Perfect Heating System a real 
investment. Write for details. 


O. E. Specialty Mfg. Co. 


Ravaia Never 10 Keefe Avenue 
f £ 
j Milwaukee - - Wisconsin 

















A Drain Solvent 
That Always Works 
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DRA N SOLVENT “4-All”” Drain Solvent clears 

even the most tightly clogged 
- opens ES pipes in a very short time. The 
LOGGED DRAIN PIPE 


finely granulated chemicals are 
mixed ready for use in either hot 
or cold water. Every can guar- 
anteed. Order from your jobber 


SINKS & TRAPS 


Stephenson Chemical Co., Inc. 
213-221 W. Austin Ave., Chicago 


ROLLIN C. WILSON 
Direct Factory Representative 
7 East 42nd St., New York 


STEPHENSON CH CHENICAL co..1we 
Aue vin & ave seeenee ‘ 
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PEK OK OE EK MN Meta 


The Real 
Goods 


HAMMOND 


Valves and Unions 














are designed t 


wive € ent service 
j ler the most exacting conditions 
Ton 1. le { net act 
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HAMMOND 


Catalog good 








HAMMOND BR ASS WORKS 


Hammond Indiana 
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in this way 


stronger than for som: 


and some very constructive work was done 


Duluth is reorganizing and will be 


time past 

The crusaders drove to Hibbing, Minn., on Tuesday 
and held a dinner-meeting there with Mr. Al Johnson 
Eveleth, Minn., president of the Range Master Plumbers 


Association, acting as toastmaster The Associa 


Range 
is used model for 
of the The same 
Duluth were on the program 


excellent condition and 
in other 


talks at 


tion 1s in as a 


local associations parts state. 


speakers who 
Hibbing 
Wednesday 
at 
held in 
Talks at pre 
Cloud 


gave 
in 
St. Cloud, making 
dinner-meeting 


drove to 
the way. A 

W. 
were 


the crusaders 
various 
Cloud 
vious 
At 
formed with a nucleus of fourteen members, some of them 
thirty miles from St. Cloud. 
meeting at Detroit 
of the former program. Hers 
strengthened addi 


stops towns on 


with H Bensen as toastmaster 
repeated 


association was 


was St 
meetings 


this 


substantially 
in St point a district 
from a distance of 

Friday, May 
Minn., with 
the 
tional master plumbers becoming members. 

The of first to work in St 
Paul Minneapolis; and a dinner-meeting was held 
the of June 2, and another one 
on evening of June 8, both meetings 
Tuesday morning the crusaders 
of the southern of Minnesota. In 
Messrs. Pe Smith and Hague 
number who toured the northern part of the state, 
the addition of G. J. Dunne, Minneapolis, A. T 
Schmidt, T. Shetka and W. Anderson, all of 
Paul A luncheon-meeting was held at Red Wing 
on which fairly well attended. 
meeting held Winona the 
with a very good attendance from that district. 
June 10, a 
Minn., where a 


coming 


29, another was held 


the repetition 


also association was by several 


week June was devoted 


and 
St evening in 
the 


well attended 


Paul on 
Minneapolis 
being very 
started a tour 
this 
of the 


with 


part 


party were savy, Porter, 


George 


An 
same 
The 
was held 


noon June 9, was 


evening dinner was at 


day 
following day, luncheon meeting at 
association 

The crusaders 


members to accompany 


Rochester, new local was 


with a nucleus of members. 


of the 


formed seven 


persuaded three Rochester 


them to Owatonna for a dinner-meeting in that city on 
June 19 Here an excellent meeting was held and more 
new members added to the State Association. 


Thursday the crusaders continued their journey to 


Mankato for another dinner-meeting where the attendance 


was materially hindered by weather conditions; but, de 
spite these conditions, very good results were secured. 
At ail of the meetings many interesting details of con 
ditions in the various localities were brought up and dis 
cussed, and it is felt that real progress was made in asso- 
ciation work throughout the territory visited. Further 


to 


will be given throughout the 
the state officers. It is felt 


local meetings 
and fall months by 


attention 
summer 


that conditions are right in many ways for building up 
a real organization in the state, and the officers and 
other members are putting in some intensive work along 


this line. Many plans for the advancement of the plumb 


ing industry in Minnesota have been tentatively formed 
and with the accomplishment of these plans, Minnesota 
will have a stronger association than has existed for 
many years. At each and every meeting, members and 


master plumbers, who were not members, expressed their 


opinion that only through good association organization 
can the industry be elevated to the level which it de 
serves. The members are proud of their industry and 


have set their hearts on placing it before the public in 
such a way that the public will understand the importanc: 


of the plumbing profession better, and will accord it 
the place it deserves, which is well on the level with 
that of the medical or other professions in charge of 
the health of the public. 
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LOWER BUCKS & MONTGOMERY COUNTY 
ASSOCTATION ENTERTAINS 

The Old York Road Country Club at Jenkintown, Pa., 
was the scene of much gaiety and merriment on Wednes 
day evening, June 10, when the Lower Bucks and Mont 
gomery County Master Plumbers’ Association entertained 
one hundred and forty members and guests at its first 
annual banquet and dance. 

A word of praise here might not be amiss, when it is re- 
membered that it is tendered by an association able to stage 
such an affair after being in existence only a single year. 
The Lower Bucks and Montgomery County Association 
first organized a little over a year ago, and if its per- 
formance to date is an indication, great things may be 
expected of these men. 

Carly in the evening, members and guests began to as- 
semble, and, greetings over, repaired to the banquet hall, 
where a delicious repast was served. At the end of the 
dinner, President Irwin Slight extended an official wel- 
come to those present, after which he introduced the 
Rev. H. H. Berg, of Abingdon, Pa., whose talk was short, 
to the point, and enlivened by several very funny anec 
dotes. 

A well-arranged program of professional entertainment 
followed, which was greatly enjoyed by those attending. 
The tables were thereupon cleared away for dancing, and 
the merry-makers settled down to the real business of 
the evening. 

Features of the evening were paper hats for every- 
one, and favors consisting of boxes of chocolates were 
given to the ladies. 

Besides E. C. Kauffman, the joint entertainment and 
social committees largely responsible for the success of 
the affair consisted of S. Rohrer, J. P. McEntee, M. S. 
Cole, R. Redmile, Irvin Ritter and Nathan M. Wiser. 





Mrs. and Mr. E. L. Ormsby, of Brunswick, Me.; Jos. Maynard, 
president of Boston Brass Co., Waltham, Mass.; P. R. Jordan, 
Mechanic Falls, Me., and L. M. Longley, Norway, Me., at the 
annual convention of the Maine State Master Plumbers’ 
Association, held recently in Lewiston, Me. 


New Business “Uentures 


Gamce & Culverwell is the name of a new partnership 
in St. Augustine, Fla., which will conduct a plumbing and 
heating business. 

The Ideal Heating Company has started in business at 
11 Canton street, Providence, R. I. J. L. Riccitelli is at 
the head of the new enterprise. 

Charles O. Van Buskirk has opened a plumbing shop 
and office on Factory street, Milford, Conn. Mr. Buskirk 
was previously engaged in the plumbing business in 
Washington, N. J., for ten years. His new business will 
be conducted under the name of the Milford Plumbing 
Shop. 

The Gore & Daubert Plumbing & Heating Co., of New 
Orleans, La., recently moved from 4630 Freret street to 
835 Baronne street in that city, where the company has 
a well-appointed showroom. 

The O.K. Plumbing and Heating Co., of South Bend, 
Ind., has recently been incorporated with a capital of 
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“The Last Word” in Swinging Spout 
Laundry Tray Faucets 
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C) Heavy pattern with !5-inch “Ground Joint’’ Brass 5 
b> Unions. Special designed clamps, adjustable vertically . 
@ and horizontally. Clamping bolts brass. Attachment of — ) 
a clamps are to the extended body, below swinging spout » 
% High grade but not high priced >| 
% Write Your Jobber for Prices. > 
41> <4 
« STREET & KENT MFG. CO. »)| 
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» 1954-64 Clybourn Ave., CHICAGO, ILL. 0 
< Vanufacturers tn Chicago since 1888 » 
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Badger 
Expansion 
Joints 


do not 








need to be 
repacked. 








E. B. BADGER & SONSCo. 


75 PITTS ST. ''OSTON, MASS. 
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{ pe RE are ple nty of veteran steam lines where 
leakage has never been known from the very 
No 3 


threaded and gasketed joints 


day that Smooth-On was put into the 


But this performance is not remarkable when 
you consider that Smooth-On No. 3 expands and 
contracts just like the pipe and flange metal itself 
and contains nothing to crack, shrivel, shrink o1 
dry or blow out 


Making the joints with Smooth-On No. 3 pro- 
duces virtually a solid line, vet, the Smooth-On 
hinder layout 
changes become desirable. 


does not dis-assembling if pipe 


To post yourse If on the he St line practice and 
proper methods for making joints and repairs in 
other pressure containers, send for and read the 
free Smooth-On Handbook. 

Get Sm fale. tin at 


an 


oth-On No. 3 in 1 or 


use, OF necessar from us 


yA]. " 
Si Y 10 


direct 










THE SMOOTH-ON HAND 
BOOK FREE if you 
return the coupon 


Completely 


pages of new data 


Twentieth Edition 
written 136 
193 diagrams, pictures and practical 


hints on at least 200 different uses for 
SMOOTH-ON. Every 


enginect should have this book 


progressive 


get 
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$15,900, to conduct a plumbing, heating, and ventilatin 


business Frank S. Alby, Michael G. Alby, Lilah Alb 
and May Alby are the incorporators 

Maurice S. Miller has engaged in business at MeMinr 
ville, Ore., as the Miller Plumbing Co 

A. Morton has engaged in business at 6514 Fost: 
road, Portland, Ore., as the Arleta Plumbing Shop. 

Strimple & Gillette is the style of a company, whi 
has just been incorporated with a capital stock of $15 


ooo to the 
The 


McLaren 


heating business 


are J. E 


engage in and 
Seattle Wash 


and G. L 


T. H. Rhodes 
Manchester 


plumbing 
incorporators Strimpl 
1130 
the 


We 
Man 


business at 
Calif., 


has engaged in 
Angeles, 


Oo. 


avenue, Los 


as 


chester Hardware & Plumbing 
John 


the 


Rieber, of Cedar Rapids, Iowa, has engaged i: 


plumbing and heating business in Oxford Junction 


Iowa 


Business C hanges 


his 
Kass & 


interest 
Pahl, 


James Kass has sold in the plumbing and 


firm of Myrtle Point, 


Pahl 


heating 

W. R 
WwW. J 

ing 


Ore., t 


Chambers, of 
shop in the 
The 
shop and 
the 


York, Nebr., has closed his plumb 
that ha 
Heating Co leased 


Chambers building in city and 


York 
will 


retired Plumbing «& has 


the soon move there from its present loca 


building 


Swimming - Pool News 


The 
Daniel 
the 
boys in 
the 


tion in Stache 


Malden, 
WwW. 
matter of 
that 


civics 


Commerce, of which 
has taken 
for men 
worked 
that 


Mass., Chamber of 


O'Connor is acting secretary, up 


swimming and 


matter is 


providing a 
The 
and it is 


pool 


city. being out by 


committee expected plans will 


be prepared within the next two weeks which will then 
be submitted to the Chamber for approval. 

E. S. Worrell, clerk of Wichita, Kan., has awarded 
contract for construction of 60x140 ft. swimming pool 
in Woodland Park 

The Peale Realty Co., Clearwater, Fla., has 46 acres 
of land, and will construct a club house and swimming 


pool on it 

110 Lafayette Fla., will 
construct a swimming pool on an 80-acre tract of Hanan 
Estate 


Isaac Hanan, street, Tampa, 


The Chamber of Commerce, Chester, S. C., is planning 
the construction of a country club, with swimming pool 
and golf course. 

James A. Houchin has had plans prepared for a com 
munity fraternity house in Jefferson City, Mo., to con 
tain a 50x69 ft. swimming pool. 

Contracts have been let for the 80x120 ft. concret: 
swimming pool at the fair grounds, Fort Dodge, Iowa 

A new community swimming pool is to be built ir 
Dawson, N. Mex., some time in the near future. 

Park board workmen of Kokomo, Ind., are now ex 
cavating the foundation for the north abutment of thr 


combined concrete swimming pool dam and the _ brid¢ 
across Kokomo Creek. 

Frank Barnum and several other influential citizens « 
Osceola, Ark., are making plans for funds for the cor 


struction of a swimming pool in that city 
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Excavation will soon be under way for the construction 
of a swimming pool in conjunction with the Michigan 
state vocational school at Lansing, Mich 

The Hartington, Nebr., Herald is agitating for a new 


swimming pool in that city 
The Y. M. C. A., of Pasadena, 
building for a $ 
its present quarters. The addition 
ming pool, baths and showers. 
The Terrell Bartlett 
Texas, have completed 
pool to be of reinforced concrete 
The Natatorium Incorporation, of Corsicana, 
has let a contract the McCall En Company 
at $18,000 for a natatorium pool and sewer lines. 
R. I., is considering the 
field to include a swim- 


awarded the 
addition to 
a swim- 


Calif., has 
four-story 
will 


contract 260,000 


include 


of Fredericksburg, 
municipal swimming 
of $25,000. 


Engineers, 
plans for a 
at a cost 
Texas, 
to gineering 

Brown University, Providence, 
construction of an indoor athletic 


ENGINE] 


ming pool large enough to hold dual and intercollegiate 


of 
north 


65,000 
of 


will 
at 


meets. The whole 
ft. and will 
Sessions street. 


cover an 
Aldrich 


area 
Field, 


project 


sq. be located 


ORANGE, N. J., MASTER PLUMBERS VISIT 
THATCHER PLANTS 


plumbers 
June 
visited this con- 


Another of New master 
were guests of the Thatcher Co., Newark, N. J., 
10, when the Orange, N. J., 
cern’s Newark and Garwood plants, 
at lunch by the heads of the 
ters from North Hudson, KF: Bergen, 
Elizabeth, N. J., and Westchester 
made the pilgrimage to 


delegation Jersey 
on 
masters of 
were entertained 
Recently, 
Plainfield 
Mi Bx 


and 
company. mas 
ist and 
County, have 
these plants 
COLUMBIA, 8S. ©., FIRM ADVERTISES “SHOP ON 


WHEELS" 


The accompanying illustration shows the ‘Plumbing 
Shop on Wheels” of the Ideal Plumbing Company, Colum- 
bia, S. C. The specially built body contains cells for all 
necessary tools and parts for repair jobs 

Not satisfied with the advertising which the truck itself 














“The Shop on Wheels” of the Ideal Plumbing Co., of Colum- 


bia, 8. C, 
carries, this progressive firm has taken space in the Co- 
lumbia ‘‘Record”’ calling attention to the new service. The 
advertising includes a large engraving of the truck, and 
a complete explanation of the fact that, because work on 
repair jobs can be done on one trip, without returning 


to the shop for tools or parts, the cost of a more efficient 


service is less to the customer. 


oe 
ws 
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BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 





LIST PRICE 
1 Quart $ 4.00 each 
Gallon 7.50 each 
Gallon 14.00 each 


Ask your jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 

















Tank Fittings of Quality 
“McSHANE’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1856 1925 





Our 
) Catalog 
in ws 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 

















Built for Service 


The Sturdy Tank of the Turner No. 66 
is of seamless drawn steel, scientifically treated 
and rust proof. The bottom is welded in. All 
unnecessary openings are eliminated by the 
patented Bronze Spider Support. The Auto 
matic Safety Valve that prevents bursting 
pressure makes the No. 66 the world’s safest 
firepot. Special composition Bronze Burner 

no coils to burn out or clog. You have to 
buy a Turner to get these patented features 


FEARLESSLY GUARANTEED 
‘ail WORKS ) 


HE [TURNER BRASS 
The Turner Brass Works, 108 Charlton St. 





f 





Lincoln St Sycamore, 
New York 


The Worlds Largest Exclusive Manufacturers of Blotorches, 
‘ire Pots, Brazers. . 


No. 66 


7 Pint Capacity 















Patent 
Pending 


THE NEW 
MIDLAND 
GALVANIZED 


ROOF FLANGE 


All lead sleeve with heavy calking 
ring inside. Base extra large and of extra 
ARMCO iron. No 


Fits any pitch. 


















heavy galvanized 
lead burned or soldered joints to pull apart. 







Ask your jobber or write us direct for information 


Midland Metal Manufacturing Co. 


KANSAS CITY “3 MISSOURI 
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TRIMMINGS 


The soap dish, towel bar, 
tumbler holder and other 
bathroom trimmings get 
just as much use and 
abuse as the larger fix- 
tures and should be just 
as durable and sanitary. 
Why not complete the 
job and get the addi- 
tional profit that is right- 
fully yours? 


Our Colonial Line of genuine porcelain enameled bathroom trimmings, displayed on 
the board illustrated above, supplies the demand for the best in surface type trimmings. 
This board is furnished to plumbing contractors without extra charge beyond the 
price of the fittings themselves. 


We make acomplete line of surface and inset type trimmings, medicine 
cabinets and mirrors. Catalog on request. | 


AMERICAN ENAMELED PRODUCTS CO. 
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CHICAGO, ILL. 





You Can Guarantee Satis- 


faction When You Install 





























Trappe Maer 


Nature’s Water Softener 
Copyright 1920 by the Refinite Co. 


Connected to the water supply line 
Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
practically no maintenance after in- 
stallation—the water softening mineral 
“Refinite” lasts almost indefinitely—it 
being only necessary to dump a few 
pounds of coarse salt in through the top 
occasionally. 


Eight years of actual service under all 
sorts of conditions have proven its merit. 
There is always some one best thing in 
every line —in water softeners it is 
“Refinite.” Let us tell you all about it. 





REFINITE COMPANY 
Refinite Bldg. Omaha, Nebr. 

















Are you looking 


for salesmen? 


The advertisement below drew 55 
replies — which backs our statement 
that the classified columns of 
DOMESTIC ENGINEERING are 
the ‘‘open sesame”’ for you if you are 
looking for live wire salesmen. 8 
cents for each word — $2.00 mini- 
mum charge. Where can you get in 
touch with so many salesmen for so 
little cost? See page 101. 


SALESMEN WANTED—A REAL OP- 

portunity for real salesmen. A large, 
well established manufacturer has sev- 
eral splendid territories open. Goods 
sold to plumbing, hardware and elec- 
trical dealers. ommission and draw- 
ing account, exclusive territory. Sub- 
mit your record and history for early 
interview. Communications confiden- 
tial. Address “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 


LPDPDAPADAP_PBOEX_OEVE_BLI_OOO00—00—00—00—0 00000000" 
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Women’s Auxiliaries 


Ladies’ Auxiliary to Master Plumbers’ Association of 











Bends Pipe Without Kinking It 







7 mtortal The Martin Portable Vise Stand is equi 
oO. A. B. & R. Entertains with o seal, honest-to enn pipe aa 
The Master Plumbers’ Association of Oakland, Ala a special patented ce not found en an 


‘ a eee ther stand, h 
meda, Berkeley and Richmond, Calif., through the Ladies } mn _— oink. will bend ring or cond 
Auxiliary, tendered a luncheon and progressive whist out kinking it. This is but one of the many 


advantages of the Martin Stand. 


H. P. MARTIN & SONS 
626 E. 2nd St., Owensboro, Kentucky 


party to the Ladies’ Auxiliary of the San Francisco Mas 
ter Plumbers’ Association recently in the beautiful halls 
of its new home at 538 Twenty-fourth street, Oakland 

Sixty-four ladies were present, twenty-six as guests P 
from the San Francisco Auxiliary. 10Days Freel rial 


The officers of the Oakland, Alameda, Berkeley and We want you to give the Merds 


Richmond Auxiliary are: President, Mrs. O. L. Zeis Portable Vise Stand a real try out 
vice-president, Mrs. R. H. Spiersch; treasurer, Mrs. B. T Write for circular and free trial offer. 








Schullerts; recording secretary, Mrs. Chas. Diefenbacher 
financial secretary, Mrs. Charles Smith, and marshal, 


Mrs. James Rankin. 
To the officers of the Auxiliary, and the committee on 
entertainment, Mrs. W. H. Picard, Mrs. George Stoddard, . 
Mrs. L. J. Kruse and Mrs. L. W. Blake, much credit is ~ . 
rhe Bath Tub Cleaner 


due for the tasteful decorations in roses, heliotrope and 
wisteria that filled the halls with the fragrance of spring, Contains no grit 
No acid. 


and to these ladies must be attributed the pleasing suc 
Keeps fixtures like new. 


Most contracting plumbers use 
Porcela and recommend it to 
their customers. 

If you haven't Porcela in stock, 
order from your jobber. Write 
us for free sample can and de 
scriptive folder. 


ladies appreciate the necessity of educating the general PORCELA-RADAX Cu 


public along the lines of hygienic principles and the | NEW BRIGHTON, PA 
modern and effective measures of proper sanitary pro- | 











cess of the progressive whist party and the delicious 
lunch. An Oakland lady acted as hostess of each table 
The prizes were exceptionally appropriate and truly ap- 
preciated by the successful winners 

In this atmosphere of decoration, sociability and hos 
pitality, the Auxiliary at all times preserved the real 
spirit of the occasion, which was to promote and stabil 





ize the elemental points of education in sanitation. These | 


HK MMMM XK KKH XM MK KR OY 


Wessela 


Welded Range Boilers . 


visions in the household, in the school room, in the places 
of public worship, and the crowded districts where the 





children’s welfare, from a sanitary standpoint, is at 
stake. | 

This Auxiliary meets once each month in general ses- | 
sion, and holds special committee meetings whenever a 
subject of urgency makes it desirable. 


One Solid Piece 


D.D.WESSELS & SONSLO 
DETROIT. MICHIGAN 


OOANCH FACTOR ES 


SEY EES SEO OEE 


CLEVELAND. Oni0 KANSAS CITY, KAN. WARKERVILLE. ONT 
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Sterlco 
Radiator Valve 


PACKLESS 
QUICK OPENING 
DURABLE 
Neat in Appearance 
Made with Wheel Handle if desired. 
We also manufacture 
Return Traps, Air Line Valves, Ther- 
mostatic Radiator Traps, Air Elimina- 
tors, Strainers, Condensation Pumps 
and Temperature Controls. 


STERLING ENGINEERING COMPANY 


MILWAUKEE - - WISCONSIN 








John Newmeyer, recording secretary of the Knights of 

Galena, the well known plumbers’ organization of Brooklyn, 

N. ¥. Mr. Newmeyer’s establishment is located at 219 Howard 
avenue in that city 
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FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
and watertight, on any roof 
from flat to half pitch. 
Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
everywhere. 
Manufactured by 
Butler Manufacturing Company 
Minneapolis, Minn. 







\% Pitch, 
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Sea MMaMaM MMe ahaha MMMaMaMe 
A Real Water Supply 
System 





That is the verdict of most 
isers of the New Kalama 


70K It does its work with 


atstate"s "e's" 





the minimum of attention 
and replacements can be 
made without dismantling 


the whole system 


The Kalamazoo 


ould be and can be your 

gest money-maker in its 
particular field. Write for 
nteresting literature con 
taining complete details of 
Kal»mazoo superiority 


National Water Lift Co. 


Kalamazoo Michigan 


No. 10-A 


The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender, 
and Vise Bench handled 
by the leading jobbers 


Q S Base Stack from coast to coast. 


Fittings2° and é" 
sizes. 


QS SANITARY MANUFACTURING CO. 
411 West 5th St., Waterloo, lowa 





Strongest Made 


The Hanna ‘Bali 
Joint” Pipe Hanger is 
made of malleable iron, 
all sizes. 






Write for Ne. 


“Our Swings in any direc 
Silent tion. 
Salesman” 


A big time and labor saver 


The Penn 
Engineering ~ 
Philadelphia, 


RR. el 00:2 


ee a a a ee es es ee se es ee sees ee 





PERE LEL ELE REREEEEE EEE LEE) 





NGINI | RING June 20, 192 


| plumbing to the 


work on 


| This &? That, Here &T here 


Goods Co. will build a $1,500,00% 


where the company will lo 


The Love’ Dri 
Seattle, Wash., 
moving from its present locatior 


tructure in 
cate its headquarters, 
in Tacoma 
Hill Military 
building 


Academy, Portland, Ore., will erect 


new academy) during the coming year at a cos 
of S2hv 000 

Seattle, Wash., is putting on a campaign to raise $500 
000 for a new general hospital to replace the 
Worral Wilson i 


already been purchased for the _ site 


presen! 
structure in charge of the plans \ 
block of land has 
at a cost of S8150.000 


A four-story apartment house, to cost $185,000, is t« 


he built at Vista avenue, Portland, Ore., by J. P. Parker 
of the Metzger-Parker Company, realtors, and Elmer I) 
Paine, of the Security Finance Company. 


The Kendall Heating Co., Portland, Ore., has the con 
tract for the installation of plumbing in the new plant 
of the National Laundry Company in that city 

The Highland Portland, Ore., is in 
talling the plumbing in a block at 625 Madison street 
Wash., has the 
erected at Cl. 


Plumbing Co., 
AS 4 Whitson, of Yakima, plumbing 
contract on the new high school to be 
Elum, Wash 

The Alameda Plumbing Shop is the new name of thr 
establishment at 86S Alberta street, Portland, Ore., owned 
by David L. Ley. 

J. F. Shea, Portland, Ore., has a contract for installing 
amount of $5,009 in an apartment at 
177 Vista avenue 

F. S. Winth has been awarded the contract for install 
ing the heating system in the new municipal building at 
Chehalis, Wash 

J. F. Shea, 
installation of plumbing in an 


Portland, Ore., has the contract for the 
apartment house at 581 
Thompson street in that city. 

C. Lutz, of New Smyrna, Fla., is doing the plumbing 
six new residences in that city. 
R. M. Cunningham, of New Smyrna, Fla., has recently 
completed the plumbing and heating. contracts on the 
Part Orange grade and high school in Port Orange, Fla 

Ruehl & Hatfield, of 105 Pacific street, Newark, N. J 
have secured the plumbing contract on the Schuyler 
school at Kearney, N. J., amounting to $16,900, and for 
the Hillside school at Hillside, N. J., amounting to $8,435 

The Wheatley Company, of Amarillo, 
awarded the contract for the heating and plumbing in 
under construction at Here 


Texas, has been 
the new school building 
ford. The hid amounted to $13,995. 

The Dallas Vocational Training School, of which C. A 
Jay is president, will soon select a site for the first of 
being planned., The 


a group of buildings, which are 


cost of this first building will amount to $500,000. 
The Petroleum Building Company, of Houston, Texas 
plans to erect a 20-story office building at Austin, Texas 
at a cost of $1,000,000. 
Z. E. 
struction of an office 


Marvin, of Dallas, Texas, is planning the con 
building. It will be ten stori¢ 
and will have all modern improvements. The cost wi 
be about 3150,000 


W. C. Laws, Ore., has secured the contrac! 


for installing plumbing, heating and ventilating systen 


Astoria, 


in the new Hawkins building The contract amounts | 


S20 .000 
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F you have heretofore been skeptical 

of the amusement, and = subse 

quently the advertising value of the use of epigrams 
maybe a perusal of the leading humorous magazines 
would help to dispel the feeling Each issue of these 
fun weeklies has a bunch of epigrammatic quips scattered 
all over its sheets. Even the most popular literary weekly 
of the country features epigrams, and runs a full page of 
them in every issue. If these large publications can see 


the advisability of the use of epigrams in awakening | 


and retaining interest, it would seem logical that you 
might at least be convinced of the value of such use 
The metropolitan newspapers of the country have a 
column of epigrams every day, and if you have ever 
noticed the public reading the daily papers, you have seen 
that this column is rarely if ever overlooked Then the 
conclusion must logically be that there is some fascina 
tion in epigrams. Why not capitalize on this fascination 
for the amusing little bits of wisdom about the activities 
and idiosyncrasies of the human race 

If you feel that you cannot afford the additional ex- 
pense of this feature, take off a few dollars from your 
advertising appropriation, and your returns will be greater 
than the same amount of money spent in any other kind 
of advertising. With the original cost negligible, and 
the cost of upkeep, nil, it doesn’t seem fair to yourself 
to neglect this opportunity for inexpensive advertising 
And it is of a type of advertising that is so entirely 
different from the usual hackneyed implorations to buy 
something, therefore inspiring confidence in you. Nobody 
distrusts a smiling, humorous man, so if you furnish the 
smile we will be here every week with the humor, and 
he good will of the community will inevitably turn in 
vour direction. 

Below are seven more epigrams, and there will be this 
nauber each week. Give them a chance to show what 


hey can do for you! 


A man has only to keep on living to reach 100 years 
a + * 


Time and tide wait for no man-—but some women will 


- * * 


Husbands are like babies easily spoiled. 
* * * 
A girl with dove-like eyes may have an ostrich'’s ap 
petite, 
* * * 


Vote one way-——bet another——and you're bound to win 
” 7 * 


, 


When truth becomes fashionable what will gossips do‘ 
* + * 


The bell punch never scores a clean knock-down 


The Morey Plumbing Co., of Sioux Falls, S. Dak., has 
een awarded the contract for the installation of plumb 
ng and heating systems in the new fruit warehouse for 


he Morin-Beattie Co. in that city 
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Has unusual 
covering capacity 


UTLAND Boiler Covering is a 
high grade insulator with un- 
usual covering capacity. 


It is made of the best Canadian 
Asbestos fibre. We have tested al- 
most every kind of fibre produced 
and buy the strongest ones we can 
find for Rutland Boiler Covering. 
It is always clean, fresh stock no 
scrap nor waste. Rutland is free 
from lime which will burn the hands. 
It is not “bulked up” with sawdust 
or similar materials. 


We make six grades of Boiler Cover- 
ing to meet all requirements. It is 
sold in 100-pound jute bags. Also in 
six-pound packages. 
Write for prices and 
booklet 


WRITE today for prices and full informa- 
tion about Rutland Boiler Covering. We 
will also send our booklet, ‘‘Unvarnished 
Facts’’ which describes all Rutland Useful 
Products. 


RUTLAND FIRE CLAY COMPANY 
Dept. C-26, Rutland, Vermont 


Other Rutland Useful Products 


Pipe Joint Cement Plastic Stove Lining 
Furnace Cement 
Waste Pipe Cleaner Stove Pipe Enamel 


No-Tar No. 4 Roof Cement 


Rutland 


USEFUL PRODUCTS 
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sath a Day Movement—-and reaped the reward of in 
creased volume 

On every occasion that “The Story” is broadcast, ws 
will advise through this column Such occasions repre 


j sent opportunity for you 


( omfort Stations 


Bids have been received for the mason work, plumbing 
and plumbing fixtures for the comfort station at Light 





f } anit ] house Point, New Haven, Conn It is expected that the 
wy / ‘ ! wions pla wD thy yup wn various contracts will soon be awarded 
ntl The contract has been let by the Borough of Bronx 
New York City, for the construction of a $45,000 comfort 
HE first plan is to take advantage of the fact that tation at Crames square, junction of 173rd street, Hunt 
‘The Story of the Bath" is being read from various Point avenue, Whitlock avenue and Third avenue. 
broadcasting stations We now have word that 


during the convention W. M. Kapus at the Northwest Gas 


and Electric Equipment Co., Portland, is planning to at Convention Dates 


range for its broadcasting during the convention 
June 21 and 22, 1925.—The annual convention of the Master 


On occasions like this put a card in your window in : 
Plumbers’ Association of the State of Washington, at Port 


order to advise passersby of the fact that The Story of land, Ore 

the Bi "Ww e Te ) f u ‘ ate ae , 

he Bath’ will be read on such and such a date An June 22, 1925.—The annual convention of the Oregon Asso 
nounce the fact in your advertising, and state that those ciation of Master Plumbers, at Portland, Ore 

who desire may secure a copy of the complete Story” June 23, 24 and 25, 1925.—-The 43rd annual convention of 
without charge the National Association of Master Plumbers, at Portland 


There is an opportunity for one master plumber in Ore. The sessions will be held in the Portland Auditorium 


every community to become known to his community as June 23, 24 and 25, 1925.—-Annual convention of the Women’s 
= Auxiliary to the National Association of Master Plumbers 
the bath a day plumber Phat will mean that every “ : : 

at the Municipal Auditorium, Portland, Ore. 
time people think of bathroom needs, they are bound to an ; ; 
‘ ee September 9 and 10, 1925.——The fall meeting of the National 
think of him There are countless retailers 


m various Association of Lrass Manufacturers, in Cleveland, Ohio 
es é . ne just that » t Vv tle t ir ni ‘Ss - . - , ‘ 
lin who have don u ha definitely tied their name September 15, 16, 17 and 18, 1925.—The annual convention 
and their stores up with some publicity idea like the of American Society of Sanitary Engineering, at Decatur, Il. 
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' 366 East Main Street, Rochester, N. Y. 1 
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» Please send me full information! 
ak — re’ s Senamfittere’ Price Guide contains , ; as ' 
7] The Plumbers’ and Steamfitters’ Price Guide contains ' regarding yout Price Guide. : 
=) over 300 pages of invaluable material cost data, printed on ' , 
Ed strong, 6x9!» indexed ledger sheets, bound in a 7-ring loose 1 Name ‘ 
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GIFTS TO SPEED THE DEPARTING GUEST 


Every day adds new problems of etiquette your complex 
civilization The custom, for instance, of x ne the depart 
ing guest a wift by which to remember one has grow 
steadily Many of the readers of this department have asked 
for suggestions in these difficult) circumstances After loms 
conferences Pipe Lines offers the following sugerestion a 


appropriate gifts for various classes of departing gues 


Von f the best authoriti iter having GT 
much thought to the subject of how to speed the d 
partmg salesman have agreed that nothing ts » fittny 


as a gift of leather to show how much speed mm ais 
the salesman in departing,—preferabl eather which 
has been well eured and shaped to a sturd 
iwi ith XX lf No i. Sor WME h the hett Some bust 


ness men have even given the salesman an order, 


Tradition has it that no better offering in be made a 
trange bull dog than the seat of a well-made pair of trousers 
of serge, cheviot or, if possible, even heavier material the 
heavier the better Re sure that, at the time of departure 
his mouth is well-filled Otherwise he may feel that the 


proprieties have been neglected and return for more 


The offer of a cord of hardwood and an ave of heavy 
weight will, it is said, envclop any property bred tramp in 


a cloud of depurting dust. 


Fathers who have daughters of the courting age all agree 
that young gentlemen caller are appreciative at the time 
of departing of anv movable objects hands One father, who 
has raised a bevy of six wirls, says that he has practiced so 
long and so arduously that he sleeps with a pair of heavy 
shoes on his hands Without waking up he can place hi 
hands on the floor beside his bed and make it appear that 
heavy footsteps are descending the steps even this sound 
is held to satisfy the vounke gentlemen that proper marks of 


attention are being paid to their departure 


lor departing mothers-in-law, a one-way railroad 
ticket. For relatives of your wife who stay for longe) 
than one week, offer them your automobile, a camping 
outfit and if necessary, your house and lot as well 


as your bank account. 
To speed the departure of the bill collector, hand hit 
a cheek in full of account Even if you have nothing 


in the bank, it will work once with each collector, 


Study up the etiquette for ceremonies surrounding depart 


ing foreign princes and potentates For instanee, if the 
King of Siam were to visit your town, as his train pulls out 
of the station he should be wiven a salute of twenty-one 
kuns Be sure none of the gcuns are pointed at him as he 


probably wouldn't want to depart so far 
Vo one necds instruction ! to hao aD speed the 
departing cook or house maid Hmost anything will 


do that without effort on your part 


The speedy departure of the man who comes in to borrow 
i tool will be accelerated by a prompt presentation of every 
ol within reach Be venerous Don't show the slightest 
tool in the shop with all 


esitation Let him have every 


the speed at your command 


We have on tile ind ready to furnish, a further set of 
i“westions appropriate to speed the parting gouest The 
ist is too lone to furnish complete, but ineludes doctors 
iwyers, book agents, and many others, with correct informa 


tion for each case . y F 

















An Improved Model 
of the 


SURE 
HOT 


Water Heater 


now being manufactured by 
us, has been added to our well- 
known line of high grade Tu- 
bular Brass Plumbing Goods, 
Air Valves, Floor and Ceiling 
Plates, Etc. Let us send you 
full particulars. 


M. 8S. LITTLE 
MFG. CO. 


HARTFORD CONN. 
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2 RIVERSIDE 
= oo 
: Lei GALVANIZED 
: x CAST IRON SYPHONS 
FS # 
= & Represent the highest standard 
= : of workmanship and quality of ma- 
2 RP terial. 

e We make a complete line of all 


styles and sizes, including cross bars 
and levers. 

Catalog 9 illustrates and describes 
the Riverside Line—write for it. 


Riverside 
Foundry & Galvanizing Co. 


501 Harrison St. Kalamazoo, Mich. 
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Here’s How! 


Caldwell Galvanized Tanks are built 
with the same knowledge and _ skill 
that have made the reputation of all other 
Caldwell products. They are safe and sane 
in construction and price and just a little 
better than the ordinary. 














For special purposes and where a less ex 
pensive tank will serve, you can find no 
more conservative investment. Round, rect 
angular or with round ends. Also special 


types and shapes Send for Catalog 


W. E. Caldwell Co. 


Incorporated 
2560 Brook Se 






Louisville, Ky 
TANKS 
TOWERS 
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Gerstein 





Cisternand Riveted 5 
Pressure Boilers = 
can be described in one = 
word = 
Everlasting 





They not only Jast but give continuous, satistactory 
service. 
Made in any size, pressure or capacity desired. 


Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 


1-3 W. Third Street So. Boston, Mass. 
SS: suinnitt 
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Interchangeable 


Repairing or partly replacing cast iron waste lines with 
acid-proof pipe is an easy matter, because Duriron is fully 
interchangeable with cast iron soil pipe. 


Where the corroding of as in the 


traps and horizontal runs, repairs must be made frequently. 


a line is most severe, 


Install Duriron at these points and convince the owner 


of the economy of a Duriron line 


Duriron is produced on 


a DURIRON COMPANY 
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Shock 


Pittsburgh, Pa 


1,536,521 


mann 


Henr 
with 


John 
combination 


Absorber 
The 
comprising a 


Hydraulic 
wy he ’ 


water line, of a shock absorber chamber 
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1,536,531 
disposed outside of but tapped into said line, and a 
metallic piston fitting within said chamber and normally 


disposed intermediate the ends thereof, a communicating 
passage being provided between the opposite sides of 
said piston 

a. o * 

1,536,613 Storage Water Heater Harry J. Lyons, 
Geneva, Ul., assignor to Geneva Heater Company, Chi 
cago, lil In a water heater the combination of a tank 
having a vertical flue extending therethrough, a combus 


tion chamber beneath the tank, a burner in said chamber 
i circulating baffle disposed within and spaced above the 
tank, a pipe flue 
communicating at its lower end beneath 
baffle, flue for 
baffling the from 


surrounding said and 
the 


above 


bottom of said 


with space 


said and means within and said 


products of combustion rising said 
burner 

+ * * 
QQg 


1.536 
H. Trageser 


Water Heater. Albert 
New York City. An 
attachment for stand boilers comprising an inverted dome 


Stand Boiler and 


and Louis Hassinger, 
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1,536,613 1,563,989, 
wall of the 
openings 
the 
said 
the 
said dome-shaped member and in spaced relation theret 
intervening tubular extension 
projecting from said wall and surrounding said circulat 


bottom 


the 
provided 


shaped member mounted upon 


walls with and 
the 


projecting 


boiler with its side 


spaced with respect to side walls of boiler, a 


pipe 
dome-shaped member, a 


circulating upwardly from inverted 


wall supported upon top ot 


to provide an chamber, a 
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ing pipe, the tubular extension being secured to the cir 
ulating pipe at the upper end thereof, the space be 
tween the circulating pipe and the tubular extension 
ind the wall and the inverted dome-shaped member be 
ng filled with a heat-insulating material 

. * * 

1,536,409, Water Heater. Frank L. Putnam, Houston, 
Tex. A water heater including a housing, a single water 
conducting coil in the housing, formed of two series of 
turns, one series being located within the other, a top 
baffle plate located on the coil, said coil being widened 
at the top by the formation of additional turns, support 
ing means carried by the housing and extending under 
neath said widened portion, a fixed yoke into which the 
lower ends of the coil are connected, a clamp rod connected 
at its upper end to said baffle plate, a drip pan attached 
to the lower end of said rod beneath said coil, said rod 
being anchored to said yoke. 

* ” . 

1,537,165. Pipe Puller. Ellsworth Gray, Houston, 
Tex. <A pipe puller including a mandrel whose lower end 
is flared, a slidable sleeve thereon, having vertical slots 
and inside grooves extending at substantially right angles 
to said slots, lugs projecting from the mandrel and work- 
ing in said slot and grooves, expansible pipe engaging 
means depending from said sleeve. 

* * * 

1,537,280. Hinge for Toilet Seats Maximillian Wil- 
liam Wuesthoff, San Francisco, Calif. A hinge for con- 
necting a toilet seat and its cover to a toilet bowl com 
prising a pair of standards, a hinge pin extending be 

















1,537,165. 


tween the upper ends of said standards, hangers pivoted 
to said pin and dependent therefrom and disposed one 
adjacent each standard, an extension on said cover fit- 
ting between said hangers and pivoted on said hinge pin 
which extends through said extension, and an extension 
on said seat fitting between said hangers beneath said 
hinge pin and being rigidly secured to said hangers. 
* * ” 

1,537,433. Faucet. Wallace M. Giffen, Alameda, Calif., 
assignor of one-fourth to Nelson W. Thompson and one- 
fourth to Blanchard B. Maynard, both of Oakland, Calif., 
and one-fourth to George C. Noble, Berkeley, Calif. <A 
faucet comprising a valve and a housing of Y-shape, 
one branch of said Y adapted to support the valve and 


cover therefor, another branch adapted for an inlet and 
having mechanism therein controlled by the valve, and 
the third branch adapted for an outlet, and the said 
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By Permission of A. M. Prentiss Photographer, Portland 


Multnomah Falls 
and JOSaM Products 


Two of the outstanding attractions of the 
N. A. M. P. Convention at Portland, June 23rd 
to 25th. 

There are some keen propositions waiting 
for you in the Josam Booth —No. 64. One will fit 
your pocket nicely and the others will benefit 
your pocket-book. We will be pleased to see you. 


Josam Products are sold by all Plumbing 
and Heating Supply Jobbers. 





The Josam Manufacturing Company 
Sales Offices: 4904 Euclid Ave. Cleveland, Ohio 
Factory: Canal Road Michigan City, Ind. 





‘‘There are no Substitutes for Josam Products’ 





’ 
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It’s YOUR Turn Now! 


You can go right after those profitable sprinkler 
installations use your own pipe and your own 
crew and make real profits. We will supply you with 


La Approved 
Sprinkler Heads 


in any quantfty for any temperature. Also with 
Alarm Valves, Dry Valves, Retarding Chambers, 
Circuit Closers or any other fittings that you may 
require. Send us your specifications and let us show 
you what real co-operation means. Start NOW 


C. S. B. SPRINKLER COMPANY 


54 BATTERY MARCH SIT - : BOSTON, MASS 


OTOL O LODO LOIN 








Carry For 
a Replacement 
Stock Jobs 











You Can’t Beat CLE-BAR 
Brass Coil Water Heaters 


They heat the greatest amount of water, in 
the shortest possible time and the most eco 
nomical way. And, the water from a CLE 
BAR Heater is clean water — the rust proof 
brass coil takes care of that. CLE-BAR Serv 
ice Water Heaters come in five different sizes 





suitable for any building and for any pressure. 





Write for literature con 
taining detasled descrip 
tion and specifications 


CLEGHORN 
COMPANY 


54 Batterymarch 
Street 


BOSTON 
MASS. 
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housing provided with a seat between said inlet and sa 

outlet, and an additional seat provided on the inner ex- 
tremity of said valve-branch cover opposite and paralle! 
to said housing seat, enabling the said valve to clos: 
against the inlet and when open to keep pressure off 
the packing of the valve, the said mechanism comprising 
a bell crank pivotally mounted in said inlet branch, on 
lever of said crank adapted to engage a stem carried hb 
the said valve and projecting in said last-named branch 
and the other lever having a wire attached thereto lead 
ing from said inlet branch to a remote member, the 
opening of the valve operating the bell crank and the 
movement of the latter determining the movement of 


the remote member 


- io * 
837.333 tall Cock Romeo A. Casarott, Oakland 
Calit \ ball cock ineiuding a water intake member 


formed with a valve seat, a float-operated plunger struc- 
ture slidably mounted for movement to and from the 
intake member, said structure including a head having a 
valve to engage the seat, a tube connected to said head, 
and another head to which the other end of the tube is 
connected, both heads having passage means leading from 


the exterior thereof to the tube. 
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1,537,440. 
1,537,440 Flush Valve Mechanism. Nicolas Gym- 
naitis, Santa Barabara, Calif. A flush valve mechanism 


comprising a casting, a casing supported on the casting, 
a port formed in the casting, a valve controlling said 
port, a stem formed on the valve and slidable through 
the casting, a piston within the casing and connected 
to said stem, a sleeve fixed to the piston and having 
spacing ribs formed on the periphery thereof, a spring 
for normally urging the piston to the position in which 
said valve is closed, a handle extending through a slot 
in the casing and rigidly connected to the sleeve for mov- 
ing the piston against the action of said spring to open 
said valve, and means for controlling the flow of air to 
and from the casing 
* + * 

1,537,797 Device for Connecting Hose Pipes to Water 
Taps Harold I. A. Bunbury, East Malvern, Victoria 
Australia An improved device of the nature indicated 
comprising in combination, a body member, an _ exter 
nally serrated nipple extending therefrom which is capa 
ble of being entered into one end of a_ hose, metal 
tongues radiating outwardly from the nipple, said tongues 
having inturned or hooked outer ends which may be 
pressed inwardly on to the exterior of the hose, a rubber 
or like jointing ring accommodated by a cup shaped re- 
cess formed in the upper end of the body member, 4 
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Wedge the Pipe Sup 
port Saddles between 
sections of the Base 
Drain, set on Tile Sup 
port Sections, put Pipe 
Supports in place and 
lock with the metal 
wedge. The weight of 
the piping sets the 
Supports as solid as if 
in concrete 








Speed with Pipe Supports 


| > gy Pipe Supports net the contractor real cash sav 
ings over ordinary types of supports used in under 
ground conduits. 

For they wedze instantly and solidly into place between 
sections of Ric-wiL Base Drain. They go in, according to 
many contractors who have installed them, about 35 times 
as quickly as a support that requires a concrete foundation. 
There’s no concrete to plan, place or pay for; the labor cost 
of installing them is very low. 

Figure Ric-wiL on all your jobs— 
for more jobs and more profit. 


The Ric-wil Company, Cleveland, Ohio 








Write for a 
list of 
Ric-wiL 
users in 
your 


vicinity 




















If we have it 








you can 
bet it’s right Staggered Thatcher 
Fire Round 
Travel Boiler 





Lucky Strike Drain Board Mats 
No housewife who ever used a rubber drain . 
board mat and learned its many advantages | N W hi W 
would be without one. Its use saves chipped O aste I leat I 1S ay! 
and broken dishes and reduces the annoying ; ; ; “ 
rattle to a minimum. EOPLE who want the right kind of Steam or Hot 
Water Heat will be quick to grasp the advantages 
ouk & tow of them of daplay and you'll cece of the Staggered Fire Travel’ of Thatcher Round 
have an increasing over the counter trade Boilers. The zig-zag arrangement causes the flames to 
which will also develop more plumbing pros- “mushroom” between sections, in traveling from 
pects for you. body to dome. No other method more satisfactory 
for quick heat at low cost 
| 





Lay in a small stock of drain board mats— 


Made of soft moulded rubber, corrugated on 
both sides and a raised edge on top. Thev 


come in three sizes—14”x18", 16”x22” and THE THATCHER COMPANY 


Formerly Thatcher Furnace Co 


18”x24”—packed in individual cartons. Since 1850 
21 W. 44thSe. 39-41 St. Francis St 341 N. Clark St 
Ask Your Jobber New York NEWARK, N. J Chicago 








Lavelle Rubber Company TH ATC H E R 


320 W. Illinois St. Chicago BOILERS-FURNACES-RANGES 


Mention Domestic ENGINEERING when writing advertisers 
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This Nozzle Type Oil Burner 
Has Proved a Big Winner— 


The Combustion was one of the first oil burners. It’s 
time-proved — thousands in use giving complete satis 
faction. 

The Combustion burner is the nozzle type, built on che 
principles embodied in the oil burner for steam ships, 
locomotives, blast furnaces. This principle has proved 
its efficiency through 30 years of wonderful success 
The Combustion Oil Burner uses fuel oil. Much more 
economical. Greatly simplified. Built in capacities 
for every size and type building. Easy to install, easy 
to service 

No matter what burner you are handling, get the facts 
about the Combustion Fuel Oil Burner. Write us now. 


COMBUSTION FUEL OIL BURNER CO. 


Subsidiary of the Milwaukee Air Power Pump Co 


8-10-12 Keefe Ave. tt st Milwaukee, Wis 
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The 
“Leader” 





4 
: a 


Sectional, Adjustable 
FLUSH VALVE GUIDE 


is the only sectional guide now on the market 
which is adjustable to ALL sizes of overflow 
tubes. Worn out guides can be replaced with a 
‘“‘Leader”’ in 30 seconds. It saves time, labor 
and expense and once installed gives permanent 
and perfect satisfaction 


Order from your jobber 
If he cannot supply you, 
write us direct 





LEADER SPECIALTY CO., Inc. 


Patentee and Sole Manufacturer 


INDIANAPOLIS INDIANA 
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pair of opposite arms integral with and upstanding fro: 
the body member, a nut having outstanding trunnion pin 
accommodated in the upper ends of said opposite arm 
a U-shaped yoke pivotally attached to said trunnion pir 
and adapted to pass over and embrace the top portic 
of the tap and a clamping screw passing through sa 
trunnion nut, by manipulation of which clamping scrs 
the jointing ring is drawn into leak proof engagemen 
with the outlet end of the tap substantially as describe: 











4 
42 1,837,554. 





1,527,554 Stop Cock. William Francis Ryan, Flor 


ence, Mass In a stop cock, a valve body having a bore 


and an inlet and an outlet communicating with said bore 
at one end thereof, a plug including rotating and sta 
tionary sections, the stationary section sealing the bore 
of the body at the end having the inlet and outlet and 
having ports connecting the inlet and outlet with the 
upper face of the stationary section, the rotating section 
having ports opening through its lower face and movable 
into or out of alignment with the ports of the stationary 
section and a channel within the rotating section con 
necting said ports. 


Heating Department 


1,536,646. Heating Apparatus. John B. Allington and 
Charles L. Cadle, Rochester, N. Y. A heating appara 
tus comprising a plurality of radiator sections arranged 
in spaced relation, a combustion chamber located between 
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1,536,646. 


said sections and having at its top a distributing mani 
fold connected on opposite sides with the upper portions 
of the sections, a discharge manifold below said cham 
ber between said sections and connected on opposite sides 
to the lower portions of the latter, all of said parts 


being constructed of cast metal to resist corrosion and 
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Performance Sells Heaters 


Customers want to know how well and how long a 
heater will serve. 


Durability depends upon the gauge of the copper coils. 
Hotstream uses Stubbs gauge. 
Efficiency depends on length of coil. 


Copper tubing is ductile- will stretch. Bending adds 
to the length of the tubing if measured on the outside 
of the coil as is frequently done. 


Hotstream measures tubing length before coiling 
the only correct practice. Coil lengths printed in our 
specifications and advertising matter mean exactly 
what they say. The full footage is there, measured 
before coiling. 


Also--when length is figured before coiling, there is 
no incentive to stretch and thus weaken the tubing 
in coiling. 

This means greater efficiency; greater durability 
better performance. 


Let’s Go! 


MADE AND GUARANTEED BY 


THE HOTSTREAM HEATER CO. 


CLEVELAND, O. 


Manufacturers of a Full Line of Cast and Copper Coil Gas Heaters — 
Standard, High-Grade Products Built to Give Lasting Satisfaction 
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The smallest of 
kitchens can 
be equipt with 
apron sinks of 
excellent design 





ConEMAVGH 
WHITE 
ENAMELED WARE 


CONEMAVGH [RON W°RKS 


LATROBE. Pa. 
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jn fluid-tight connection with one another to form a closed 


system for the products of combustion, fluid fuel burn- | 


ing means in said combustion chamber and a casing en- 
closing said parts to form an air heating space 

* . * 
Betcher, 
comprising a 
of the fur- 
portion of 


Attachment. Chester E 
attachment 
chamber 
for a 


1,536,650 Furnace 
Minneapolis, Minn. A furnace 
tubular member in the combustion 
pace, a horizontal partition extending 


1,536,650. 
——eeEeEeEEE 











pipe 
par- 


the length of said tubular member, a water supply 
extending into said tubular 
tition and a spraying nozzle on the end of said pipe, 
tubular member having perforations above said partition 


for the escape of steam. 
. . * 


member beneath said 


said 


Londe, Detroit, 
tanks arranged 
detachable cover 


1,536,675. Radiator. La 
Mich. A radiator comprising a pair of 
to discharge a liquid one into the other, 
plates tor said tanks provided with oppositely 
countersunk openings, tubes fitted in the latter 
ing the liquid to and from the tanks continuously, said 


tubes having straight portions at their extremities to 


Louis J. 


disposed 
convey- 





snugly fit within the straight portions of said openings, 
conical on the exterior surface of said tubes 
inwardly from the extremities thereof to fit within the 
countersunk portions of said openings, bolts serving to 
Unite the tanks with other at the opposite ends, 
including the terminals of their said plates, and tubular 
Spacers enclosing said bolts intermediately of the plates, 
Said spacers operating to maintain the wedges on and 
around the tubes in a set position relatively to the coun- 
tersunk 


wedges 


each 


openings 

* * 
and Lea- 
In a steam trap for 
inlet at the 


1,526,686 James Mullen 
Man §S. 
a@ steam 
bottom for receiving condensed steam 
system, an outlet in the of said a float 


in said casing, a vertical valve rod passing loosely through 


Heating System. 
Harvey, Waterbury, Conn 
heating system, a casing having an 
from 


bottom casing, 


Said float, said valve rod having a valve head for normally | 
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(Make More Business» 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It's easy if you use 


e o 
» San-EquipSeptic Tanks 
ms made of 14 ga. Copper Iron,— 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr 
service guarantee—perfect to a T 
Do « quick, easy job with this ligh: 


ut0 ae att _ weight, compact sewage tank 
cit MePT Ni Vege Bae Prices most reasonable. Orde: 
—,. rT 

4 ‘ Sirk 
»’ 
NAY 
i 
4 


rh: Then at our risk, giving jobber's 
ay 

TA iia.’ 

Dna he Wa alas 


‘uj mame, or ask for circulars 


CHEMICAL TOILET CORP. 
2654 Liverpool Read, Selina Sta. 
Syracuse, N. Y. 


wil 











Curtin Victory Valve 


‘em’ Full unrestricted 
waterway. Starts 

| syphon action im- 
[JLissct mame] mediately. It will, 


= ? therefore, operate 

the largest closet 
with a minimum amount of water 
It takes out all the water, and 
tank fills with clean water. No 
refill tube is required. Flat, non- 
leakable leather seat washer. 
Easily operated—a slight touch 
of lever lifts valve. No close 
fitting parts. Silent in operation; 
Non-corrosive. Your jobber or 
tank manufacturer will supply 
you. 


A. F. Curtin Valve Co. 
Medford, Mass. 
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Instantaneous Heater Service 


ata fraction of the cost 


Easily attached to any ordinary gas water 
heater, enabling home owner to light and 
shut off gas without going to the basement. 
Inexpensive but highly efficient and 
completely trouble proof. 


Ever-Ready Gas Lighter 


Has rotating, self grinding core. Dual con- 
trol, when desired, permitting lighting gas 
from one floor and shutting off from another— 
an exclusive feature. Absolutely safe—ap- 
proved by the Underwriters. Sell one with 
every heater. 


Write for prices and full details 
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=) 
Pat. Nov. 6, 1923. 


The Ever Ready Gas Heater Valve Company 
231 Grand River, East DETROIT, MICHIGAN 
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June Judgment Specifies 


Genuine Nason 
Steam Traps 
Every other month too! 
Bulletin if asked. 
Nason Manufacturing Co. 


Steam Specialty Specialists Since 1841 
71 FULTON ST. NEW YORK 














DOMESTI¢ 





SATISFACTION 


Ask any plumber using No. 22 
Coil Fire Pot how he likes it. His 
reply will be favorable as No. 22 
has all good points to be found in 
other Coil Fire Pots and in addi- 
tion our latest patented improved 
features that add greatly to the 
service and satisfaction it will give 
the user. It saves time and fuel 
and will outlast two ordinary Coil 
Fire Pots. Jobbers supply at 
factory prices. Catalog mailed 
upon request 


Clayton & Lambert Mfg. Co. 


6246 Beaubien St., Detroit, Mich., U.S.A. 


No. 22 Fire Pot 


Ask for latest price 
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SCALE FREE PIPE 


WHAT IS IT? 


SCALE FREE Pipe is ““NATIONAL” Butt- 
weld Pipe ('5 to 3-inch) made by the SCALE 
FREE Process, which eliminates the welding- 
scale—leaving both inside and outside sur- 
faces clean and smooth. When this scale 
is removed, corrosion, especially in the form 
of pitting, is greatly reduced and longer life 
obtained in the pipe. ““NATIONAL” Bulletin 


No. 7 explains this process —ask for it. 
NATIONAL TUBE COMPANY, PITTSBURGH, PA. 








| clined enlarged section adapted to be 


rounding 


June 20, 1925 
said rod having a collar above 
the valve head will be lifted by said 
water to escape when the level in the « 
and a combined air o 
leading from the 


said 
float 
sing 
itlet 

top 


closing said outlet, 


whereby 
to permit 
rises to a predetermined point, 


pipe and steam condenser 
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1,536,686. 


condenser having a downwardly in- 
the sur- 


of said casing, said 


cooled by 
to condense any excess steam. 
’ * * 


air 


Esselen, 
system 


House-Heating System. Henry M. 

Mass. In a house-heating 
and a radiator having supply and re- 
an air inlet conduit con- 
water level therein to pro- 


1,536,484. 
toslindale. Boston, 
including a boiler, 
connected 
boiler below 


thereto, 
the 


turn lines 


nected to the 











DAISY 


ENAMEL AND PORCELAIN 
COMPOUND 


A New Product by an Old Concern. 


Cleans away most stubborn stains 
and restores a high lustre without 
danger of injury to surface or hands. 


Use it yourself—keep it in stock— 
recommend and sell it to your cus- 
tomers. Send for a free sample and 
try it. 


B. T. BABBITT  aince'isse 


Once tried 
customers will = 
no other A big 
eo seller. Order 

rough your 
jobber 


your 





15 West 34th St., New York City 








heated moisture laden air bubbles in the _ boiler 
to assist circulation therein and to produce 
the radiator, a thermally 
connected to inlet conduit, 


radiator. 


| duce 
| whereby aer- 


ated for circulation in 


controlled 


vapor 


air injector said 


an air vent connected to the 








HARTMAN INGOT 
SMELTERS and REFINERS 


METAL COMPANY 








Producers of the highest grade Ingot Brass and mney 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


CHICAGO 


2511-35 W. 2ist Street 


Phone: Lawndale 0827 




















WALWORT 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 


Walworth Mfg. Co. 


Chicago - Cleveland - Glasgow- Kewanee, Ill.-London-New York 
Philadelphia - Portland, Ore.- San Francisco - Seattle - Youngstown 


Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 


Boston—Kewaneeg, III. 
WALWORTH SFA TIOHAL co. 


N YORK 
FOREIGN REPRESENTATIVE 




















